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ABSTRACT 


The  objective  of  Proper  1  90.7  was  to  investigate  the  predicted  behavior  of  German  under¬ 
ground  personnel  shelters,  equipment,  and  certain  instrumentation.  Data  obtained  will  be  used 
for  evaluation  and  improvement  of  present  design  criteria. 

Nine  reinforced -concrete  underground  shelters,  designed  oy  German  engineers,  were 
tested  at  the  17Q-,  155-,  110-,  79-,  39-,  11. 5-,  and  7.2-p#l  overpressure  ranges  as  determined 
from  average  blast-line  instrumentation  measurements. 

Reinforcing  steel,  doors,  and  ventilation  equipment  were  received  from  West  Germany  and 
were  incorporated  tn  the  shelters. 

Preshot  and  postshot  precise  location  surveys  were  made  to  determine  the  total  la'erai 
and  vertical  motions  of  the  structure  as  a  result  of  the  blast. 

Blast  instrumentation  used  ia  Um  shelters  and  enti  ancreays  consisted  of  U.  S.  Wtanrko 
pressure  gauges’  Carlson  earth-pressure  gauges,  Ballistic  Research  Laboratories  (BRLi 
self-recording  pressure  gauges,  and  dynamic  pressure  gauges.  Free-field  measurements 
were  recorded  along  the  blast  line  using  U.  S.  self-recording  and  electronic  pressure  gauges 
and  German  self-recording  pressure  gauges.  Structural  response  was  recorded  by  BRL  de¬ 
flection  and  acceleration  gauges,  SR-4  strain  gauges,  and  Waterways  Exper.ment  S’uiion 
scratch  gauges. 

Radiation  measurements  were  taken  using  U.  S.  gamma -radiation  film  dosimeters, 
gamma -radation  chemical  dosimeters,  neutron  detectors,  telemetering  gumma  dosime¬ 
ters,  and  German  gamma  chemical  dosimeters. 

Mice  were  used  as  biological  specimens  in  environmental  tests  in  seven  of  the  time  struc¬ 
tures  tested.  In  addition  to  the  environmental  tests,  a  series  of  tests  was  performed  >.i  the 
nine  structures  to  check  fcr  the  possible  occurrence  of  dust  tn  the  shelters  ss  a  consequence 
of  nuclear  explosions. 

Ground  shock  spectra  were  recorded  under  Project  I  S  for  rr  -  'teld  conditions  and  for  th<- 
interior  of  a  shelter. 

An  experiment  wastnriuded  to  investigate  liw  transmission  of  ground  shock  acceleration 
to  a  simulated  body  This  test  recorded  the  shock -absorbing  characteristics  oi  a  commercial 
product  iflnsolitc)  manufactured  by  the  United  States  Rubber  Company 


PREFACE 


The  policy  of  (he  U.  S.  Government  of  furnishing  the  governments  <>f  friendly  nations  with 
unclassified  information  on  nuclear  effects,  through  NATO  and  elsewhere,  has  led  to  the  par¬ 
ticipation  of  the  West  German  Government,  acting  through  their  U.  S.  representatives,  in  the 
1957  Nevada  continental  test  senes,  Operation  Plumbtoob,  at  the  Nevada  Test  Site.  The  invita¬ 
tion  to  participate  in  the  test  was  extended  by  the  Federal  Civil  Defense  .Administration  (FCDA) 
in  response  to  a  request  from  the  West  German  Government.  Their  participation  was  corre¬ 
lated  by,  and  under  the  sponsorship  of,  FCDA. 

Test  information  will  be  made  available  to  the  West  German  Government  in  accordance 
with  the  procedures  and  limitations  imposed  by  the  security  regulations  of  the  United  States 
Atomic  Energy  Commission  (USA EC'.  It  was  expected  that  the  information  obtained  would  be 
of  interest  and  value  also  to  the  FCDA  and  other  agencies  of  the  U.  S.  Government. 

The  West  German  Government  engaged  the  firm  of  Ammann  k  Whitney,  Coisultmg  Engi¬ 
neers,  at  their  agent  to  pursue  the  outlined  program  to  its  completion  here  in  the  United  States. 
The  services  of  Ammann  k  Whitney  included  developing  the  contract  drawings  and  maintaining 
liaison  with  FCDA,  including  financial  arrangement,  allocating  and  arranging  for  equipment  to 
measure  blasi  ^essure.  radiation  and  structural  response,  receiving  the  equipment  from  Ger¬ 
many  and  arranging  fur  its  shipment  to  the  Test  Site,  providing  field  supervision  during  con¬ 
struction.  and  inspecting  .  nd  reporting  the  test  results  in  accordance  with  USAEC  and  FCDA 
requirements. 

Edward  Cohen,  senior  author,  was  tn  charge  of  the  work  for  Ammann  k  Whitney  and 
served  as  Project  Officer.  Anton  Bottcnhofer  served  as  Assistant  Project  Officer 

The  structures  of  Project  30.7,  which  consisted  of  nine  German  shelters,  were  tested  in 
the  Smoky  shot  of  Operation  Plumbbob  at  5  30  a  m.  on  the  morning  of  Aug  71.  1957.  The  de¬ 
vice  used  was  a  43-kt  nuclear  device  mounted  c-i  a  700-ft  steel  tower.  The  test  was  located 
in  area  TIC  at  Yucca  Flats  at  the  Nevada  Test  Site. 
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Chapter  1 

INTRODUCTION 

U  OBJECTIVE 

The  main  objective  of  this  te*l  vu  to  observe  the  behavior  under  blast  conditions  of  pro¬ 
tective  structures  of  German  design  built  with  German  materials  to  determine  the  relative  ef¬ 
ficiency  of  different  types  of  construction  and  to  obtain  information  for  the  improvement  of 
these  structures  and  the  development  of  design  criteria  (or  future  protective  structures. 

Data  on  strains,  deflection*  and  deformations,  pressures,  soil  displacements,  and  radio¬ 
activity  were  obtained  from  German  instrumentation  and  from  extensive  supplemental  instru¬ 
mentation  provided  by  U.  S.  agencies.  Physical  characteristics  and  structural  behavior  were 
determined  by  observation  and  inspection. 

1.2  GENERAL  INFORMATION 
l .  2. 1  Scope 

This  project  included  three  types  of  underground  cast -in-place  concrete  personnel  shel¬ 
ters:  (1/  type  A  rectangular  shelter,  designed  for  an  overpressure  of  132  psi;  (2)  type  A  cy¬ 
lindrical  shelter,  designed  for  132  psi,  and  (3)  type  C  rectangular  shelter,  designed  lor  ls.7 
pat. 

Ntne  structures  were  built,  four  type  A  rectangular  shelters,  two  type  A  circular  shelters, 
and  three  type  C  rec'anguUr  shelters. 

The  architectural  drawings  of  the  shelters  are  shown  in  Figs.  l.S  to  5.3. 

1.2.2  Location 

The  shejf.c-f*  were  constructed  at  She  following  predicted  p*a‘<  u-ve  {pressure  levels; 

1  type  A  rectangular  {designated  it&al  2$  4.*  psi. 

1  type  A  rectangular  (designated  RAfeH  .  . 

}  t  5  tssi 

1  type  A  circular  (designated  CAai  ! 
t  type  A  rectangular  (designated  RAcJl  ^  ^ 

i  type  A  circular  (designated  CAb)  f  ***' 

1  type  A  rectangular  (designated  RAd)  S8.2  psi. 

t  (rpe  C  rectangular  (designated  RCa.'  2S.4  pai. 

t  type  C  rectangular  designated  RCh)  !4.7  pai. 

1  type  C  rectangular  (designated  RCc)  7.4  psi. 

See  Fig.  1.4  (or  mastfnum  recorded  overpressure*. 

1.3.5  Orientation 

The  entrances  of  the  structure  were  oriented  as  s  bier,  in  F.g.  1.4  This  orient  at  tott  placed 
the  direction  of  the  entra nee  stairs  radal  to  Ground  Ze-rc  GZ*.  It  was  expected  that  this  orien¬ 
tation  would  provide  minimum  reflected  pressure*  on  the  main  blast  d»t . 


It 


1.3  DESCRIPTION  OF  STRUCTURES 


1.3.1  Type  A  Rectangular 

The  type  A  rectangular  shelter  U  designed  for  35  persons.  The  general  over-alt  dimen¬ 
sions  are  13  ft  9  in.  wide  by  35  ft  5  in.  long  by  11  ft  5%  in.  high.  The  shelter  consists  of  the 
entrance  stairs  and  ramp,  a  vestibule,  the  main  shelter  body,  an  exit  chamber,  an  emergency- 
exit  tunnel,  a  vertical  exit  shaft,  and  a  ventilation  shaft  (Figs.  1.5  to  1.13). 

The  entrance  consists  of  a  4-ft  7 -in. -wide  stair  on  one  side  and  a  ramp  on  the  other,  each 
ramp  being  19  ft  9  in.  long  and  leading  to  a  common  landing  in  from  of  the  shelter  (Figs.  1.5  to 
1.7).  The  stairway  and  ramp  walu  and  slabs  are  11%  in.  thick.  Entrance  from  tha  landing  into 
the  vestibule  is  through  a  2 -ft  10',-in.  by  0-ft  1%-in.  opening,  which  is  closed  on  the  exterior 
side  by  means  of  a  steel  arch  type  bits!  door. 

The  vestibule.  9  ft  4%  in.  by  4  A  1 1  in.  by  7  ft  4' ,  In.  high,  provides  an  air  lock  for  entry 
into  the  main  chamber  tFig,  l.l).  Ki  trance  is  through  a  2 -ft  10%-in.  by  6 -ft  I'yin.  opening, 
which  is  closed  by  a  gaslight  fire  door.. 

The  main  body  of  the  shelter  fk-x  a  floor  area  9  ft  10  in.  by  13  ft  l',  in.  and  is  7  ft  S' ,  in. 
high  (Figs.  1.9  to  1.11).  The  walls,  Hoar  slab,  and  roof  slab  are  1  ft  11%  in.  thick.  The  roof 
slab  has  a  4-ft  earth  cover  for  radiation  protection. 

An  emergency  ext*  is  provided  through  an  exit  chamber  at  the  oppoette  end  of  the  shelter. 
The  exit  chamber  ta  entered  through  a  3-f.  I*", -In.  by  3-ft  9%-ln.  gaslight  Are  door.  The  cham¬ 
ber  is  2  ft  ll1 ,  in.  by  3  ft  3%  in  by  7  ft  A1,  in.  high.  Acceaa  from  the  exit  chamber  into  the 
emergency -exit  tunnel  ia  through  a  2  -  ft  1%-in.  by  2  -  ft  9', -in.  opening  provided  with  a  blast 
door  on  the  exterior  side.  77U i  tunnel,  7  ft  iong,  has  a  c'uss  section  of  2  ft  7%  in.  by  5  ft  3  in., 
with  l 1%-in. -thick  walls,  roof,  and  floor  slab,  ft  leads  to  a  vertical  shaft.  2  ft  7%  in.  square 
with  11%- in. -thick  walls,  which  provides  access  to  grade  above 

Adjacent  to  the  evil  chamber  la  a  4-ft  1 1 -in. -squar .*  reinforced -concrete  air-intake  stark 
(Fig.  1.12),  extended  to  a  grade  level.  This  stack  provides  filtered  air  lor  the  protected  ventila¬ 
tion  system  of  the  structure,  which  normally  operates  during  blast  conditions. 

The  fittered-air  system  was  not  placed  in  operation  during  this  test. 

1.3.2  Type  A  Circular 

The  type  A  circular  shelter  consists  of  a  protected  entrance  way,  »  vestibule,  the  main  body 
ul  the  shelter  <?5  personx),  an  exit  chamber,  and  a  combination  emergency  exit  and  ventilation 
shaft  (Figs.  1.13  to  1.20). 

The  over-ali  length  of  the  cylinder  is  44  ft  7',  in.  The  vestibule  and  the  mam  chamber  are 
of  v  irctiar  cross  section,  with  an  interior  rathus  of  4  ft  1%  in.  and  1  -ft  3%-in.  -thick  waits 
(Figs.  1.13  and  1.14).  Radiation  protection  is  provided  by  5  ft  3  m.  of  earth  cover  over  the 
shelter. 

The  shelter  is  entered  by  means  of  a  covered  stair  with  ll%-l«.  -thick  walls,  stair  slab, 
and  rv.  1  slab  (Fig.  1.13).  Entrance  into  the  vestibule  is  through  s  2-ft  10% -it*,  by  S-fl  1%-in. 
steel  arch  l-pe  blast  door  (Figs.  1.14  and  1.17).  Entrance  from  the  vestibule  to  the  mam  cham¬ 
ber  is  through  ,i  2-ft  10% -in.  by  4-ft  l* ,-m.  gaslight  fire  doer.  At  the  rear  of  the  shelter,  the 
exit  chamber  can  be  e-tJercd  through  a  l-ft  1%-in.  by  2-ft  9% -in.  gastighl  fire  poor,  and  from 
Shiv  chamber  access  is  made  to  the  exit  shaft  through  a  2-ft  1%-in.  by  2-ft  9% -m.  blast  door 
(Fig.  1.14).  Exit  to  the  grade  above  is  provided  by  this  shaft,  which  has  1 1% -ia. -thick  watts  a ad 
a  2-ft  % -in. -3Mj»tare  opening  at  the  top.  which  ia  closed  by  a  steel  coyer  or  grating  (Figs.  1.19 
and  !.»!. 

Ad’s  cent  to  the  exit  shaft  is  the  filtered -air  Intake  chamber  'Fig.  1.14),  wfci  h  provides 
^-CaSccicd  ventilation  daring  blast  condition*. 

1.3.3  Type  C  Rectangular 

The  type  C  reetar^ular  shelter  ‘25  personal  is  also  of  reinforced  Ooerete.  The  over -alt 
dimensions,  exclwdiag  the  emergence  tanarl,  are  JO  ft  4  t*.  by  ITS*1,  w.  by  S  ft  4%  in.  high. 
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The  shelter  consists  of  the  double  entranceway  (ramp  and  stair)  leading  to  a  common  landing, 
the  entrance  vestibule,  the  main  body,  the  exit  chamber,  and  the  emergency  -exit  tunnel  and  exit 
shaft  (Figs.  1.21  to  1.22). 

The  entrance  stair  and  ramp  are  similar  to  those  ol  the  type  A  rectangular  shelter  (Figs. 
1.5  to  1.7).  Entrance  into  the  vestibule  is  through  a  2-l»  10',-in.  by  *-ft  )*,-tn.  blast  door.  The 
vestibule  is  4  It  J1 ,  in.  by  3  ft  J'j  in.  by  6  it  i*;,  In.  (Fig.  1.22).  Entrance  from  the  vestibule  into 
the  main  chamber  is  through  a  2-ft  7',-m.  by  •  -*t  6’j-ln.  opening  (no  lire  door  is  provided  lor 
this  type  structure). 

The  main  chamber  is  10  f?  *  in.  by  13  (t  1*,  in.  by  •  It  65 ,  in.  high  (Figs.  1.22  to  1.2S).  The 
walls,  floor  slabs,  and  roof  slab  are  1 1*  4  in.  thick.  Radiation  protection  is  provided  by  3  ft  ol 
earth  cover. 

An  opening  (wtih  ro  door)  at  the  rear  ol  the  shelter  provides  access  to  the  4 -ft  31 ,  in.  bv 
3-ft  3!,-in.  exit  chamber,  from  which  entrance  can  be  gained  to  the  7-ft-tong  emergency -exit 
tunnel  ihrmtgh  a  2-ft  l*4-m.  by  2-ft  9l,-in.  blast  door  (Fig.  1.26).  The  emergency  tunnel  has  i 
croas  section  of  2  ft  7*,  in.  by  5  ft  3  in.,  with  ll‘,-in.  thick  wails  and  slabs. 

Exit  from  the  end  of  the  tunnel  to  (he  grade  above  is  through  a  2-ft  7*  2-in.  square  vertical 
shaft,  which  is  closed  by  a  hinged  cover  or  grating  to  prevent  debris  from  falling  into  the  shaft. 

Adjacent  to  the  exit  chamber  is  the  filtered -air  intake  chamber,  which  Is  4  ft  3' ,  w.  by 
2  ft  7l ,  m.  by  6  ft  •*,  in.  high.  Figure  1.27  is  the  above-ground  view  of  the  combination  emer¬ 
gency-exit  and  air-iniakc  shall. 

1.3.4  ventilation 

The  ventilation  tor  all  ihree  types  of  shelters  is  similar.  Although  the  structures  were  de¬ 
signed  for  the  use  of  two  systems  (natural  and  filtered  air),  only  the  filtered -air  system  was 
provided  in  this  test.  With  this  system  the  air  enters  the  tour  2-in.  pipes  passing  through  the 
air-intake  stack  at  the  ground  surface.  The  air  passes  down  and  through  a  3 -ft  4-in.  depth  ot 
double -washed  coarse  sand.  The  filtered  air  Is  then  pumped  into  the  main  chamber  of  the 
structure  by  a  manually  or  electrically  operated  air  pump  located  )  It  T1,  in.  above  the  floor 
slab  (Ftg.  1.24).  In  the  shelters  that  have  a  gaslight  door  between  the  main  chamber  and  ante¬ 
chamber  (type  A.  rectangular  and  circular),  the  foul  air  IB  exhausted  at  the  entrance  , -id  of  the 
main  chamber  by  a  manually  opeiated  exhaust  valve  (Figs.  1.8,  1.9,  and  1.13).  Once  the  foul 
air  is  in  the  vestibule  (antechamber),  it  is  removed  from  the  structure  by  means  of  an  over¬ 
pressure  flap  valve  through  the  exterior  wail  into  the  entranccway. 

The  quantity  of  air  entering  the  shelter  can  be  regulated  during  either  manual  or  electrical 
operation.  A  calibrated  flowmeter  indicates  to  an  operator  the  quantity  of  air  passing  through 
the  pump.  When  the  flow  indicator  is  1  eld  steady  at  its  center  position,  the  quantity  being  drawn 
in  is  750  liters  min.  A  flow  greater  than  this  exceeds  the  functional  capacity  of  the  coarse  - 
sand  filter. 

For  electrical  operation  ol  the  air  pump,  assuming  the  speed  of  the  motor  to  be  constant, 
the  quantity  of  air  is  manually  regulated  by  a  hinged  throttling  valve.  When  the  air  pump  is 
operated  manually^  the  throftliRg  valve  is  placed  in  the  fully  open  position  (Auf),  and  the  quan¬ 
tity  ot  air  is  regulated  by  the  -person  turning  the  handle. 

In  the  fully  closed  position  iZu..  the  throttling  valve  and  cast  -t  roe  pump  rase  do  not  seat 
perfectly  and  some  leakage  is  possible.  However,  this  leakage  is  of  no  consequence  since  the 
valve  is  aerd  only  as  a  means  ot  regulating  the  quantity  ot  air  passing  through  the  pump. 

During  the  test  ail  throttling  valves  were  left  fully  open.  The  manually  operated  exhaust 
valves  in  the  four  type  A  rectangular  and  two  type  A  circular  sherfer*  were  left  open  t  cm.  All 
overpressure  flap  valve#  operated  freely  and  we  re  in  a  cloaca  position  for  the  test. 

1.3.5  Doors 

The  main  blast  doors  ot  the  structures  are  ot  two  types.  The  main  entrance  doors  of  the 
type  A  rectangular  and  the  type  A  circular  shelter#  consist  ot  r  plate  curved  inward  with  tubu¬ 
lar  members  arrwas  to  act  as  strata  to  take  the  compressive  forces  when  the  curved  plate*  ot 
the  dPor  are  pot  into  tension  by  the  blast  loads  Figt.  1.S4  and  1.1  Ti. 


The  second  type  blast  door,  used  for  the  main  entrance  of  the  type  C  shelter  and  a  smaller 
size  for  the  emergency  exits  of  all  the  structures,  is  a  flat  plate  with  horizontal  stiffeners 
(Fig.  1.26). 

Although  placed  at  various  pressure  levels,  the  blast  doors  for  the  type  A  rectangular  and 
the  type  A  circular  structures  were  designed  for  an  overpressure  of  220  psi.  The  blast  doors 
for  the  type  C  rectangular  structure  were  designed  for  an  overpressure  of  66  psi.  The  vertical 
and  horizontal  emergency -exit  blast  doors  were  designed  for  147  and  13  psi,  respectively. 

The  fire  doors  are  made  of  two  flat  plates,  with  a  fire-resistant  material  between  (Fig. 

1.8).  The  whole  assembly  is  1  Vs in.  thick.  These  doors  were  previously  tested  to  resist  a  tem¬ 
perature  of  1100°C  for  a  period  of  2  hr. 

All  doors,  both  blast  and  fire,  are  made  gastight  by  rubber-tubing  gaskets. 

Recesses  left  in  the  concrete  to  receive  the  frame  anchorages  permitted  the  installation  of 
the  door  frames  after  the  structural  concrete  was  placed.  Doors  were  manufactured  by 
Mannesmann-Stahlblechbau,  West  Germany. 

1.4  THEORY 

The  German  shelters  were  designed  by  German  engineers  in  accordance  with  German 
codes1  and  criteria.2’5  *o  duplicate,  to  as  great  a  degree  as  possible,  the  conditions  that  would 
prevail  for  structures  constructed  in  Germany,  the  specifications  and  drawings  were  developed 
in  accordance  with  German  construction  practices.  The  reinforcing  bars,  ventilation  equipment, 
and  doors  were  shipped  to  the  Nevada  Test  Site  from  West  Germany.  A  shortage  of  reinforcing 
bars  developed  during  construction,  and  comparable  U.  S.  steel  was  substituted. 

The  structures  were  designed  for  static  loading  conditions.  The  equivalent  loads  assumed 
were  equal  to  one-third  the  peak  incident  overpressure  and  were  considered  to  be  uniformly 
distributed  on  the  exterior  walls,  roof,  and  floor  slabs  so  as  to  cause  maximum  working 
stresses.  The  working  loads  considered  in  the  design  are  given  in  Table  1.1. 

The  minimum  material  specifications  and  allowable  design  stresses  were  as  follows: 
Concrete:  fc,  4260  psi  (cube  strength);  and  fc,  1420  psi  (allowable  design  stress). 

Steel:  minimum  yield  stress,  31,30G  psi;  ultimate  stress,  47,500  to  71,200  psi;  minimum 
elongation  before  breaking,  15  per  cent;  and  allowable  design  stress,  20,000  psi. 

The  structures  were  designed  for  either  an  80 -kt  device  at  an  explosion  height  of  1550  ft 
or  p  5  -Mt  device  at  a  height  of  4140  ft.  (A  postshot  dynamic  analysis  of  the  roof  slab  of  shelter 
RAa  is  included  as  Appendix  C  of  this  report.) 

The  thickness  of  earth  cover  above  the  roof  slab  of  the  main  shelter  was  so  proportioned 
that  the  attenuated  radiation  present  in  the  structure  was  equal  to  25  r.  The  attenuation  factor 
used  in  the  design  was  computed  from  “Effects  of  Atomic  Weapons.”4 
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TABLE  1.1— DESIGN  LOADS 

_  ,  Equivalent  static  loads 


overpressure,  psi  Direct  load,  psi  Rebound,  psi 


Type  A, 

rectangular 

132.5 

4-1 

5 

Type  A, 

circular 

132.5 

44 

5 

Type  C, 

rectun-pilar 

1-4.7 

5 

1.7 

22 


e 


Architectural  layout  for  type  A  rectangular  shelter. 


rectangular  shelter. 


Fig.  1.4 — Location  and  orientation  of  itnjctum.  project  *  '  *. 
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Fig.  1.5 —  Entrance  facing  »w#y  from  CZ  (icructurc  RA). 
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Fig.  1.11  —  M*in  chamber  (jttuctuf*  RAi>>. 


Kir.  l.'JO —  Above -ground  ii 


Fig.  1  .23 — Forward  view  of  main  chamber  (structure  RC). 


Fig.  1.24  —  Rear  view  of  main  chamber  (structure  RC). 


Chapter  2 
PROCEDURE 

2.1  SURVEYS 

Preshot  and  postshot  high -order  field  aurveya  of  the  horizontal  and  vertical  coordinates  of 
aurvey  points,  designated  Y,,  Yj,  etc.,  were  required  to  allow  a  determination  of  the  absolute 
and  relative  lateral  and  vertical  movements  of  the  structures  during  the  blast. 

A  second  set  of  survey  points,  Xt,  Xt,  etc.,  was  located  in  the  structures  to  allow  a  deter¬ 
mination  of  the  relative  lateral  or  horizontal  movement  of  component  parts  of  the  structures. 
The  locations  of  these  survey  points  are  shown  in  Figs.  2.1  to  2.3. 

2.2  INSTRUMENTATION 

2.2.1  General 

The  major  portion  of  the  Instrumentation  used  in  the  structures  of  Project  30.7  was  U.  S. 
equipment.  The  U.  S.  instrumentation,  as  provided  by  the  Federal  Civil  Defense  Administra¬ 
tion  (FCDA),  recorded  blast  pressure,  radiation,  and  structural -response  variations.  In  addi¬ 
tion  to  this  equipment,  supplemental  pressure  instrumentation  supplied  by  the  West  German 
Government  was  Incorporated  in  the  test. 

2.2.2  U.  S.  Pressure  Instrumentation 

The  U.  S.  pressure  instruments  installed  in  the  structures  of  Project  30.7  consisted  of 
Wlancko  electronic  pressure  gauges,  Carlson  electronic  earth-pressure  gauges,  Ballistic  Re¬ 
search  Laboratories  (BRL)  self-recording  pressure -time  gauges,  ana  BRL  electronic  and 
self-recording  dynamic  pressure  gauges.  The  pressure  instrumentation  -va«  installed  in  the 
structures  by  members  of  Project  30.5c. 

The  number,  type,  and  location  of  the  pressure  instrumentation  are  tabulated  in  Table  2.1, 
and  locations  are  shown  in  Figs.  2.4  to  2.12. 

In  addition  to  the  instrumentation  in  the  structures,  U.  S.  blast -line  pressure  data  are 
available  for  determining  both  the  free -field  surface  overpressures  and  the  dynamic  pressures 
to  which  the  structures  were  subjected. 

The  blast -line  instrumentation  and  the  maximum  overpressures  recorded  are  indicated  in 
Fig.  1.4. 

The  instrumentation  description  and  test  results  have  been  extracted  from  the  Project 
30.5c  report,  WT-1SS6,  and  are  more  fully  described  therewith. 

2.2.3  German  Pressure  Instrumentation 

Five  self-recording  pressure  gaugts,  supplied  by  the  West  German  Government,  acre  used 
in  the  test.  These  gauges  were  so  positioned  along  the  blast  line  that  their  postihot  results 
could  be  checked  by  U  5  instrumentation  The  locations  oi  tHe  German  gauges  and  corre¬ 
sponding  U.  S  gauges  are  shown  in  Fig  1.4. 
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2.2.4  Structural  Response 

Structural  response  of  the  structures  was  recorded  by  BRL  displacement  and  acceleration 
gauges  and  SR-4  strain  gauges.  These  gauges  were  provided  by  FCDA  and  were  installed  by 
Project  30.5c. 

Scratch  gauges,  supplied  by  the  FCDA,  were  also  used  to  determine  relative  deflections  of 
structure  RAa.  The  gauges  consisted  of  two  serrate  sections  of  metal  tubing,  each  having  a 
steel  base  and  a  universal -joint  connection  between  the  tubing  and  the  base.  One  tube  was  of  a 
larger  diameter  than  the  second.  The  smaller  tube  was  placed  inside  the  larger  section,  which 
had  a  pointer -spring  type  assembly  mounted  on  it.  A  mark  was  inscribed  on  the  smaller  of  the 
two  tubes  when  there  was  a  differential  settlement  between  the  bases  of  the  gauge.  Th;  length 
of  the  scratch  indicated  the  amount  of  deflection  of  the  member  on  which  the  gauge  was 
mounted. 

The  locations  of  the  structural -response  instruments  are  tabulated  in  Vable  2.1  and  shown 
in  Figs.  2.4  to  2.12. 

2.2.5  Radiation  Instrumentation 

Radiation  measurements  were  made  with  U.  S.  gamma -radiation  film  dosimeters,  gamma- 
radiation  differential  chemical  dosimeters,  and  neutron  detectors  and  with  gamma-radiation 
differential  chemical  dosimeters  supplied  by  the  West  German  Government.  Also  included  for 
gamma-radiation  measurements  were  two  dual-unit  telemeters.  One  of  the  units  was  placed  in 
structure  RAc,  and  the  other  was  located  on  the  blast  line  at  a  predicted  pressure  level  of  88 
psi.  The  telemetering  instruments  act  as  remote  radiation  detectors,  transmitting  gamma¬ 
time  records  to  a  central  receiving  station. 

Five  gamma -radiation  differential  chemical  dosimeters  were  placed  along  the  blast  line 
(Fig.  1.4)  as  a  part  of  the  radiation  program. 

The  installation  of  all  radiation -recording  instruments,  including  the  German  equipment, 
was  performed  by  Projects  30.5c,  39.9.  and  39.1a. 

The  placement  of  the  radiation -detection  equipment  in  the  structures  is  shown  in  Fig.  2.13. 

2.3  GROUND  SHOCK  SPECTRA 

2.3.1  General 

Displacement  spectra  of  ground  shocks  produced  by  nuclear  devices,  from  which  the  ve¬ 
locity  and  acceleration  spectra  can  be  derived,  were  obtained  by  Project  1.9.  which  participated 
in  shots  Smoky,  Whitney.  Galileo,  Charleston,  and  Stokes.  A  ground -shock  response  spectrum 
is  a  convenient  method  for  interpreting  free -field  earth  motions  with  regard  to  the  relative  ef¬ 
fects  in  a  structure  or  the  effects  on  equipment  within  a  structure  placed  in  the  soil.  A  response 
spectrum  can  be  used  to  describe  the  behavior  of  a  simple  dynamic  system  as  a  function  of  its 
frequency. 

2.3.2  Theory 

A  ground-shock  spectrum  is  a  plot  of  the  maximum  responses  of  singie  -degree -of -freedom 
systems  (reed  gauges)  vs.  the  natural  frequencies  of  the  systems.  The  response  is  due  to 
ground -induced  motion  of  the  reed -gauge  base  and  is  measured  in  the  tests  ss  peak  instantane¬ 
ous  displacement.  Acceleration  and  velocity  spectra  are  derived  from  the  measured  displace¬ 
ment  spectra.  The  mathematical  relations  given  below  are  the  bases  for  the  response  spectra. 

Figure  2.14  illustrates  a  single -degree -of -freedom  spring-mass  system  (neglecting  damp¬ 
ing);  (a)  shews  the  svstem  at  rest,  and  (b)  shows  the  system  in  im'.ion  in  the  s  direr.toa  as  a 
result  of  an  acceleration  of  the  base. 

The  general  differential  equation  of  motion  for  a  system  having  an  acceleration  input  is 
«:  •  w*  -  t 
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where  p  *  x-y  =  the  displacement  of  the  mass  relative  to  the  base 
x  =  displacement  of  the  base 
y  *  displacement  of  the  mass 

w  =  undamped  natural  circular  frequency  of  a  spring-mass  system 
The  dots  denote  differentiation  with  respect  to  time. 

The  system  responses  have  the  following  relations:' 

*  D,  the  displacement  (response)  spectrum 
w;*..,  *  V.  *•>*  velocity  (response)  spectrum 
w'un.i  ■  A,  the  acceleration  (response)  spectrum 

The  displacement-response  system  ;D)  consists  of  the  recorded  values  of  the  maximum 
displacement  of  the  various  m#  tses  relative  to  their  bases  for  a  number  of  spring-mass  sys¬ 
tems  covering  a  range  of  frequencies.  The  acceleration -response  spectrum  (A)  consists  of  the 
maximum  absolute  accelerations  of  the  mama  systems.  The  velocity  spectrum  is  composed,  not 
of  the  actual  peak  velocities  of  the  masses  relative  to  their  bases  but  of  pseudo  relative  veloc¬ 
ities  that  are  nearly  the  same  as  th*  peak  relative  velocities.  The  velocity  spectrum  is  useful, 
however,  in  the  determination  of  the  upper  bound  of  the  strain  energy  ‘.n  structures. 

2.3.3  Instrumentation 

Twelve  shock  gauges  and  protecting  canisters  were  used  in  the  tests.  The  shock  gauge  is 
a  completely  self-contained  mechanical  unit  requiring  no  electronic  or  communication  chan¬ 
nels.  Essentially,  it  consists  of  10  masses  attached  to  cantilever  springs  mounted  on  two  sides 
of  a  vertical  plate  (Fig.  2.15).  The  natural  frequencies  of  the  spring-mass  system  are  approxi¬ 
mately  3.  10.  20.  40.  80.  120.  180  200.  250,  and  300  cycles  sec. 

Peak  responses  to  the  shock  input  for  each  spring-mass  system  are  obtained  on  polished, 
smoked  record  plates,  which  are  marked  by  the  movement  of  a  stilus  attached  to  each  mass. 

The  gauge  is  protected  by  a  cylindrical  canister  2  ft  in  diameter  and  approximately  2  ft 
deep.  Figure  2.18  shows  the  two  canisters  as  they  were  placed  in  structure  RAc.  Transmis¬ 
sion  of  shock  input  to  the  gauge  (cither  in  the  vertical  or  horizontal  direction)  is  secured  by 
bolting  the  gauge  in  the  desired  position  to  the  1-in.  baseplate  of  the  canister. 

Vertical  and  radial  gauges  to  record  free -field  effects  were  placed  approximately  1  ft  be¬ 
low  the  ground  surface  at  various  distances  from  CZ  during  shots  Smoky,  Whitney.  Galileo, 
Charleston,  and  Stokes.  IXiring  shot  Smoky  one  radial  and  one  vertical  gauge  were  placed  in 
the  underground  rectangular  structure  of  Project  30.7  at  the  1005-ft  range  (Fig.  2.16).  The 
canisters  were  bolted  to  the  floor  slab  of  the  structure.  One  radial  and  two  vertical  gauges 
were  placed  adjacent  to  the  structure;  a  distance  of  5  feet  was  used  between  gauges. 


2.4  ACCELERATION  TEST 

A  test  was  performed  under  the  direction  of  Project  30.5  to  ascertain  the  effects  on  the 
human  body  of  the  acceleration  of  a  structure  subjected  lo  blast  loads: 

in  structure  RAc  concrete  blocks  were  cast  around  concrete -filled  rubber  boots.  The 
boots  and  blocks  had  a  weight  approximately  e^ual  to  that  of  the  average  human.  Three  pairs 
of  boots  were  mounted  on  three  different  type#  of  flooring:  (1)  three  I -in. -thick  layers  of 
Enaolile  cemented  together;  (2)  one  I -in.  layer  and  one  * ^ -in.  layer  of  Ensolite  cemented  to¬ 
gether.  and  (3)  the  existing  concrete  floor  of  the  structure.  The  instrun..  ...rt:ton  used  in  the 
test  included  one  Wuncko  accelerometer  mounted  on  each  of  the  three  bk  ks  and  two  acceler¬ 
ometers  mounted  on  the  floor.  Th*  instruments  mounted  on  the  floor  were  arranged  to  measure 
both  vertical  and  .orisonial  acceleration  of  the  structure.  One  displacement  gauge  was  used  on 
the  block  that  was  k-cated  on  the  l* , -in.  -thick  pad  of  Ensolite. 

The  Vocation  and  details  of  the  Kiwnllte  test  equipment  are  shown  in  Fig.  2.  IT.  and  a  view 
v*  tes?  i*  firen  in  Fig.  2.18. 
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2.5  BIOLOGICAL  TEST 


2.5.1  Genera! 

Under  the  direction  of  Projects  33.5  and  33.6,  internal  environmental  biological  tests 
were  performed  in  the  structures  of  Project  30.7.  Thi  objectives  of  these  tests  were  (a)  to 
determine  the  effect  of  environment  on  biological  spec. mens  (mice)  occupying  the  shelters 
during  a  nuclear  explosion  and  (b)  to  determine  the  existence  and  origin  of  dust  resulting  from 
a  nuclear  detonation,  which  would  be  a  potential  hazard  to  personnel  located  in  structures. 

In  general,  the  biological  test  consisted  of  a  sample  of  20  mice;  one  sample  was  plared  in 
each  of  seven  of  the  nine  structures  tested.  The  test  objectives  were  twofold;  (1)  to  place  the 
soectmens  in  ‘.he  shelters  and  to  follow  their  mortality  rate  over  a  60-day  period  postshot  and 
(2)  if  possible,  in  case  of  death,  to  relate  the  cause  of  death  to  a  specific  environmental  factor. 

The  dust -accumulation  test  consisted  in  placing  one  or  more  of  the  same  and  or  different 
types  of  dust  accumulators  in  the  structures  for  exposure  during  the  detonation.  The  purposes 
of  the  study  were  to  (a)  obtain  samples  of  postshot  dust  appearing  in  the  structures  as  a  con¬ 
sequence  of  the  nuclear  explosion,  (b)  establish,  if  possible,  the  sources  of  postshot  dust,  i.e., 
whether  particles  arose  from  preexisting  dirt  on  the  floor  or  actually  spalled  from  the  ceiling, 
wall,  and  floor  slab  as  a  result  of  the  explosion,  and  (c)  establish  the  particle  sizes  of  the  pre- 
shot  and  postshot  dust. 

The  biological -test  description  and  results,  as  accumulated  in  this  report,  have  been  ab¬ 
stracted  from  the  report*  of  Projects  33.5  and  33.6,  ITR-1447  and  WT-1507,  respectively. 

2.5.2  Environmental  Test  of  Mice 

(a)  Animals.  The  animals  used  in  the  study  were  mice  of  the  RAP  strain.  Body  weights 
were  between  20  and  25  g.  and  ages  averaged  approximately  six  weeks.  In  addition  to  the  sam¬ 
ple  used  in  each  structure,  two  samples  were  kept  as  controls.  Each  sample  of  20  mice  was 
placed  in  a  wire -mesh  cage  approximately  9  by  15  by  9  in.  (see  F.g.  2.18).  The  cages  con¬ 
tained  copious  amounts  of  iood  (Purina  Laboratory  Chow)  and  two  water  bottles.  In  the  event 
the  blast  were  to  jar  the  water  bottles  from  the  cage,  each  cage  had  sliced  raw  potatoes  to  act 
as  a  source  of  moisture.  Control  tests  had  shown  hat  animals  under  these  circumstances 
could  survive  lor  four  days  unattended. 

lb)  Locations.  The  cages  were  placed  in  seven  of  the  nine  structures  tested.  The  cages  in 
structures  RAa  RAc,  RAd,  RCa.  RCb.  and  RCc  were  placed  on  the  floor  slab  near  the  corner 
of  the  u.-Vn  chamber  formed  by  the  walls  facing  GZ  and  the  antechamber.  In  structure  CAb  the 
cage  was  located  between  the  gasoline  generator  and  the  gasoline  storage  tank.  The  cages  in 
all  seven  structures  were  secured  to  the  floor  bv  an  elastic  band  stretched  across  the  top  of 
the  cage  and  anchored  to  the  floor  slab. 

The  location  of  the  mire  is  shown  in  Fig.  3.19. 

(c)  Time  of  Placement.  The  animals  were  plared  in  the  structures  three  and  four  days 
before  the  shot.  Each  day  thereafter  the  food  arid  water  supplv  was  replenished  up  to,  and  in¬ 
cluding,  the  day  before  the  shot. 

2.5.3  Dust -accumulation  Test 

(a)  Dust  Collectors .  Two  types  of  dust  collectors  were  utilized  in  the  study.  These  col¬ 
lectors  consisted  of  sitekv-trav  fallout  collectors  and  motor -driven  air  samplers. 

(b)  Sticky  -trr.y  FnltarU  Collectors  (Types  B.  C,  emd  D>.  Two  types  of  sticky-tray  collectors 
were  used  dun  tg  the  study.  The  first  type  consisted  of  sticky  paper  (8  by  9  in.l  mounted  by 
masking  tap*-  to  the  top  of  either  aluminum  trays  (12  by  12  in.)  or  ’  H-in. -thick  plates  of  galva¬ 
nized  sheet  metal  (91;  by  10!,  in..1.  The  top  of  the  sticky  paper  was  protected  by  two  rectangu¬ 
lar  pie  -  s  of  paper,  each  covering  half  the  sticky  surface.  The  paper  protector  was  removed 
when  vtposure  of  the  tray  wjs  desired  The  sticky -resin  trays,  which  were  the  second  type 
used,  were  prepared  by  coaling  one  side  of  the  aluminum  trays  with  ar.  alky-,  resin  put  in  a 
solution  of  toluene  il  part  resin  to  4  part*  toluene!.  The  coaling  operation  was  do *ve  with  an 
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atomizer  of  the  type  commonly  employed  to  spray  nasal  passages.  Dummy  trays  were  taped 
over  the  resin  collectors  to  protect  them  during  transportation  and  installation. 

The  sticky -tray  collectors  were  broken  down  into  two  additional  classifications,  namely, 
type  B  (paired  sticky-paper  trays)  and  type  C  (single  sticky -paper  trays).  Type  B  sticky- 
paper  trays  were  placed  in  the  nine  structures  for  preshot  controls.  These  control  trays, 
which  recorded  the  preshot  dust  accumulation,  were  removed  from  the  shelter  at  the  time  the 
structures  were  finally  prepared  for  the  detonation.  The  sticky  sides  of  two  trays  were  placed 
face  to  face  to  trap  the  collected  dust  between  the  two  layers  of  transparent  material.  At  the 
time  of  removal  of  the  control  trays,  two  experimental  type  B  trays  were  uncovered  so  that 
the  postshot  dust  accumulation  could  be  recorded.  In  addition,  single  sticky-paper  trays  (type 
C)  were  installed  in  the  structures  that  had  been  coaled  with  fluorescent  dye.  The  single 
sticky-paper  trays,  when  r.ot  in  use  were  protected  by  dummy  aluminum  trays,  which  were 
taped  over  them. 

Single  resin  trays  (type  D)  were  installed  in  the  structures  that  had  been  coated  witn  fluo¬ 
rescent  dye.  As  in  the  case  of  the  type  C  trays,  the  resin  trays  were  protected  by  aluminum 
tray  covers. 

The  fluorescent  dye  was  used  to  establish  the  source  of  postshot  dust.  A  0.1  per  cent 
solution  of  fluorescein -sodium,  placed  in  a  SO  SO  water-alcohol  solution,  was  applied  with 
ordinary  paint  rollers.  The  floors  of  structures  RAa.  CAb,  RAd,  and  RCb  were  covered  to 
avoid  contamination  of  the  floor  dirt  with  the  dye. 

At  the  time  the  dust  collectors  were  placed,  a  sample  of  dirt  was  scraped  from  the  floor 
of  each  structure  to  establish  the  character  of  the  shelter  dirt  which  existed  preshot. 

The  control  sticky-paper  trays,  as  previously  mentioned,  were  broken  into  two  categories, 
dirty  and  clean.  Twelve  dirty  control  trays  were  placed  in  the  structures,  as  indicated  in 
Table  2.2.  These  trays  were  placed  in  the  structures  14  days  before  the  test,  at  which  time 
dust  on  the  floor  was  disturbed  by  swatting  the  floor  with  a  piece  of  cardboard.  The  12  control 
trays  were  removed  the  day  following  their  placement,  at  which  time  3  additional  clean  trays 
were  placed.  The  clean  trays  were  uncovered  three  days  before  the  test  and  removed  two  days 
later. 

All  experimental  dust  collectors  (types  B,  C,  and  D)  were  exposed  in  the  structures  from 
one  to  three  days  befor*  the  test. 

(c)  Air  Sampler  (type  E).  A  high-volume  automatic  air  sampler  was  installed  in  structure 
CAb  (circular  at  132  pst)  to  check  the  concentration  of  dust  particles  suspended  in  the  air  at 
different  times  after  the  blast. 

This  instrument  is  equipped  with  a  1  j-hp  motor,  which  operates  a  suction  pump  that 
draws  approximately  15  cu  ft  min  through  a  Whatman  No.  41  fitter  paper.  The  volume  of  air 
sampled  depends  upon  the  particular  filter  employed  and  the  amount  of  dust  which  has  accu¬ 
mulated  on  ii  during  its  operation.  The  air  flow  rate  used  for  calculations  is  the  mean  of  the 
initial  and  Irnal  (low  rates  as  determined  bv  a  Fischer  and  Porter  Howrator. 

The  sampler  consists  of  two  basic  units:  the  motor  and  pump  unit  and  the  filter  magazine 
uni:.  The  Utter  accommodates  eight  35, -in. -diameter  filters,  which  cycle  sequentially  accord¬ 
ing  ij  a  preset  sampling  interval.  Initiation  of  sampling  is  also  controlled  bv  a  preset  timer. 

For  this  tent  two  samplers  using  Whatman  No.  41  filter  paper  as  the  filter  medium  were 
employed.  The  first  instrument  was  set  so  that  each  of  the  eight  fitters  was  exposed  for  a 
period  of  1‘ »  hr;  after  12  hr,  the  instrument  having  run  its  rvrle,  the  operation  would  cease. 
The  second  instrument  was  set  so  that  it  would  run  i ontinuouslv  on  one  filter  until  Ihe  power 
supply  failed. 

The  air  sampler  with  its  power  supply,  was  installed  in  the  structure  six  days  before  the 
test.  Several  preshot  tests  were  run  on  the  equipment  to  determine  whether  or  not  the  gener¬ 
ator  air  supply  was  sufficient.  The  sampler  operated  during  $*"'>'  ..me  lest.  but.  under  a  pro¬ 
longed  test  tiro  davs  before  the  shot,  the  air  supply  was  found  to  be  insufficient.  Keen  though 
the  sampler  wa.’’  unlikely  to  function  properly,  it  was  started  4  hr  be'orr  the  test. 

The  samplers  used  in  the  test  by  Project  33.5  and  the  description  of  their  opera'  on  were 
obtained  fiom  Program  3 7  thnvugh  the  cooperation  of  K.  M.  Larsen. 
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(d)  location.  Two  experimental  sticky -paper  trays  (type  B)  were  placed  In  etch  of  the 
nine  structures  tested.  Structure*  RAa,  RAd,  CAb,  and  RCb  had  one  sticky -paper  tray  (type  C) 
and  one  resin  tray  (type  D),  in  addition  to  the  type  B  trays.  These  structures,  which  contained 
the  type  C  and  0  collectors,  were  also  coated  with  fluores  '-ent  dye.  Both  air  samplers,  along 
with  their  gasoline -generator  supply,  were  located  In  structure  CAb. 

The  number  and  type  of  dust  collectors  are  given  in  Table  2.2,  and  their  locations  are 
shown  in  Fig.  2.19. 
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TABLE  2.2  — NUMBEK  AND  TYPE  OF  DUST  COLLECTORS* 


No.  and  type  of  No.  and  type,  type  B 

experimental  collectors  control  collectors 


Structure 

B 

C 

D  E 

x\0. 

Type* 

Remarks 

R  \a 

n 

1 

1 

l 

C 

Dye-treated  11  days  before  test 

AAb 

2 

l 

C 

RAc 

A 

l 

C 

l 

C, 

RAd 

2 

l 

l 

c 

Dye-treated  11  dayr  Leiore  test; 

vacuumed  1  day  before  test 

CAa 

2 

l 

c 

CAS 

2 

1 

1  2 

: 

c 

Dye-treated  11  days  before  test; 

vacuum:  1  day  before  test 

RCa 

2 

1 

c 

1 

C, 

RCb 

2 

1 

1 

1 

c 

Dye-treated  11  days  before  test; 

vacuumed  2  days  before  test 

RCc 

2 

1 

c 

Vacuumed  1  day  before  test 

I 

C, 

•Control  collectors:  C,  dirty  control;  Clf  r  control. 


>e  C  rectangular  shelter,  survey  points. 


lentation  layout  for  type  A  rectangular  shelter  (structure  RAa). 


Instrumentation 


ircular  shelter  (structure  CAb). 


.11  —  laKruimcrounoa  layout  lor  typ«  C  rectangular  k Halter  (io\*ciurv  RCb). 


Fig.  2. IP  —  Morn*  c*g»- 
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Loci'  od  of  biological  specimens. 


Chapter  3 
BLAST  RESULTS 


3.1  Structural  Blast  Damage 

3.1.1  Rectangular  Concrete  Shelter  (Structure  RAa) 

(a)  Entranceways.  In  the  ramp  entrance  facing  JZ  separations  formed  at  the  intersec¬ 
tions  of  the  Interior  and  exterior  walls  with  the  ramp  slab.  The  interior  wall  was  pulled 
away  from  the  slab  7  in.  at  uie  bottom  and  '/„  in.  at  the  top  of  the  ramp.  The  intersection  of 
the  ramp  and  exterior  wall  was  similar  to  that  at  the  interior  wall;  that  is,  the  crack  varied 
from  4  to  7  in.  near  the  bottom  to  zero  inches  at  the  top  of  the  ramp.  Bowing  of  the  interior 
wall  into  the  backfill  was  produced  at  the  quarter-height  along  the  contraction  joint.  A  Vu*  to 
Vj-in.  vertical  crack  was  formed  near  the  bottom  of  the  ramp.  This  crack  terminated  at  a 
laminated  area  located  at  the  mid-height  of  the  wall.  There  was  spalling  on  both  sides  at  the 
upper  section  of  the  crack.  Cracks  varying  from  V|*  to  %  in.  in  width,  perpendicular  to  the 
plane  of  the  ramp,  were  located  approximately  3  ft  on  center  along  the  length  of  the  wall.  The 
majority  of  these  cracks  ran  the  full  height  of  the  wall.  A  crack  starting  at  a  chipped-out  sec¬ 
tion  located  at  the  intersection  of  the  end  of  the  roof  slab  and  the  interior  wall  ran  diagonally 
toward  the  top  of  the  wall.  The  cation  of  the  wall  above  this  crack  was  deflected  back  into  the 
fill.  The  exterior  wall  damage  was  similar  to  that  described  for  the  interior  wall.  A  chipped 
section  of  the  exterior  ramp  wall  was  located  approximately  4  ft  above  the  landing  at  the  con¬ 
traction  joint.  A  horizontal  crack,  with  spalling  on  both  sides,  above  this  section  produced  a 
Vj-in.  bow  in  this  wall.  There  were  numerous  diagonal  cracks  perpendicular  to  the  plane  of 
the  ramp  located  approximately  3  to  3  ft  on  center  *n  the  upper  two-thirds  of  wall.  These 
cracks  varied  in  size  from  to  1  in.  in  width.  The  top  of  the  parapet  located  abov*  ho  land¬ 
ing  roof  slab  that  faces  GZ  was  deflected  into  the  backfill  6  in.  at  the  intersection  of  the  ex¬ 
terior  wail  and  1  ft  at  the  interior  wall.  The  comers  of  the  parapet  and  side  walls  were 
chipped,  and  the  reinforcement  was  exposed. 

A  3-in.  crack  in  the  landing  floor  slab  ran  from  the  contraction  joint  at  the  bottom  of  the 
ramp  along  the  center  tine  of  the  alab  to  the  Q-gauge  mount.  There  it  became  a  3-in.  crack, 
running  diagonally  to  the  exterior  wail.  A  l to  3-tn.  crack  waa  located  along  the  intersec¬ 
tion  of  the  floor  slab  and  the  exterior  wall.  The  crack  was  continuous  the  full  length  of  the 
landing  The  roof  alab  had  a  continuous  longitudinal  1-in.  crack  along  its  center  line.  Two 
d'^unal  cracks  '  „  tn.  in  width  branched  off  the  main  crack,  one  terminating  at  the  interior 
wal<  and  the  other  at  the  exterior  wait.  A  ’v'n  crack  waa  produced  along  the  Intersection  of 
the  roof  slab  and  the  exterior  wail.  TV  exterior  wall  was  badly  damaged,  having  a  longitudi  - 
nal  crack  located  at  the  mid-height  of  the  wall.  Spalling  of  3  to  3  In.  on  each  side  was  observed 
along  its  entire  length. 

In  the  entrance  away  from  GZ,  bowing  separations  were  produced  along  the  intersect. on  of 
the  stairs  and  the  tarn  walla.  The  separation  of  the  inferior  wall  varied  from  3',  in  at  the  bot¬ 
tom  to  4* ,  in.  at  the  three-quarter  point  from  the  bcrttom  and  back  to  3  in.  at  the  top  of  the 
stairs  The  ester*  >r  wall  had  a  separation  of  *,  in.  at  the  bottom  and  2  in  U  the  ip  of  the 


stairs.  The  exterior  wall  nad  several  Vj,-in.  cracks  perpendicular  to  the  plane  of  the  stairs 
located  in  the  upper  section  of  the  entrance.  The  interior  wall  had  a  spalled  crack  located  at 
Its  quarter  point  which  started  at  the  contraction  joint,  ran  parallel  to  the  stairs,  and  ended 
above  the  sixth  riser  from  the  bottom.  At  the  intersection  of  the  top  end  of  the  roof  slab  and 
the  interior  wall  was  a  chipped-out  section  of  the  wall.  This  section  had  two  5/jj-ln.  cracks 
leading  out  from  it  and  running  parallel  to  the  stairs. 

The  Interior  surfaces  of  the  ramp,  stairs,  and  the  landing  were  completely  scoured  by  the 
blast.  Debris  covered  the  entire  entrance. 

(b)  Antechamber.  No  damage  was  noted  in  the  walls,  roof,  and  floor  slab  of  the  ante¬ 
chamber. 

(c)  Main  Chamber.  Hairline  cracks  were  formed  at  the  intersection  of  the  roof  slab  and 
the  haunches  along  the  rear  and  side  walls  of  the  main  chamber.  The  intersection  of  the  walls 
located  at  points  A,  B-  and  C  of  Fig.  3.1  had  continuous  hairline  cracks  the  full  height  of  the 
walls.  Diagonal  hairline  cracks  were  formed  at  the  four  corners  of  the  door  opening  located  at 
point  D.  Numerous  transverse  and  longitudinal  hairline  cracks  weri  produced  on  the  floor  slab 
of  the  main  chamber.  No  cracks  were  present  in  the  floor  slab  of  the  main  chamber  adjacent 
to  the  main  seal  door. 

The  crack  patterns  for  structure  RAa  are  shown  in  Figs.  3.1  to  3.3.  Appendix  C  contains 
the  postshot  dynamic  analysis  of  the  roof  slab  of  shelter  RAa.  The  analysis  indicates  that  only 
minor  cracking  was  expected  under  the  applied  blast  load. 

(J)  Exit  Chamber.  As  in  the  main  chamber,  diagonal  cracks  were  formed  at  the  four  cor¬ 
ners  of  the  door  opening  located  at  point  E,  Fig.  3. 1.  No  structural  damage  was  evident  in  the 
roof  and  floor  slabs. 

(e)  Exit  Tunnel  and  Shaft  The  tunnel  and  shaft  themselves  had  no  visible  cracks.  There 
was  a  V||-  to  '/|-in.  lateral  separation  at  the  contraction  joint  between  the  exit  tunnel  and  the 
main  structure.  The  tunnel  was  displaced  1  in.  vertically  upward  at  the  opening  from  the  main 
structure.  An  area  approximately  1  ft  square  had  spalled  in  the  tunnel  roof  slab  adjacent  to  the 
contraction  joint.  Debris  was  strewn  the  full  length  of  the  tunnel  and  was  piled  3  ft  above  the 
tunnel  floor  directly  under  the  exit  hatch. 

(f)  Doors.  All  doors,  with  the  exception  of  the  horizontal  emergency-exit  hatch  cover, 
were  undamaged  by  the  blast.  Th*  grout  pockets  holding  the  door  frame  anchors  were  all 
sound  except  for  the  top  pocket  on  the  latch  side  of  the  large  sealed  door,  which  was  cracked 
around  the  edges  of  the  grout  pocket. 

The  emergency-exit  hatch  cover  was  blown  down  into  the  exit  tunnel  and  deposited  opposite 
the  small  blast  door.  The  exit  hatch  cover  showed  no  other  damage  except  straightening  of  the 
hinge  support  straps.  The  releasing  mechanism  was  also  undamaged. 

(g)  Ventilation.  The  overpressure  flap  valve  was  closed  before  the  test  and  was  found 
closed  alter  the  test.  There  was  no  sign  of  damage  to  the  valve  or  hinge  assembly  or  to  the 
manually  operated  exhaust  valve  inside  the  shelter. 

Inspection  showed  the  manually  operated  ventilator  to  be  in  good  working  condition,  except 
that  some  leakage  was  noted  On  the  "Zu”  (closed)  setting,  the  flow-indicator  plug  ri*-s  slowly 
to  the  top  uf  the  graduated  tube  when  the  handle  is  turned  rapidly.  However,  it  is  doubtful  if 
leakage,  in  addmon  to  that  noted  in  Sec.  13  4.  was  caused  by  the  blast. 

The  results  of  the  blast  are  shown  m  Figs.  3.4  to  3  34 

3.1.3  Rectangular  Concrete  Shelter  (Structure  RAb> 

!a>  f.KtntHt  In  the  entrance  facing  C7.  the  separation  of  the  ramp  f"~>m  the  interior 

wail  varied  in  size  from  hairline  near  the  ten-  to  3' .  in.  at  the  i»ato««  the  ramp  The  exte¬ 
rior  wall  and  ramp  slab  intersection  had  a  similar  reach  that  from  hr.irline  near  the  tup 

to  3  tn  at  the  bottom  A  transverse  crack  -*as  *•'  th*-  one -third  j*  un  the  ramp  The 

Interior  ramp  wail  had  a  laminated  sectio.i  toca'cd  tv 'be  r»*of  sU>  Aft  adb"  oral  laminated 
area  was  formed  at  the  intersection  the  cam.  aid  wall  IV'. t  Sa  ,;s-  stc-d  are„s  had  *-in 


cracks  along  their  top  edges.  A  to  '/,-in.  vertical  track  was  located  at  a  point  midway  up 
the  ramp.  Spalling  was  evident  along  both  edges  of  this  crack.  Two  vertical  V«-  and  V4-  to  V|-tn. 
cracks  were  located  in  the  upper  third  of  this  wall.  There  were  several  '/jj-ln.  cracks  in  the 
wall.  Numerous  vertical  and  diagonal  */j,-  to  '/,-in.  cracks  were  present  along  the  fare  of  the 
exterior  wall.  A  chipped  section  of  the  wall  was  located  at  the  contraction  Joint  between  the 
ramp  and  landing.  The  top  of  the  parapet  located  above  the  landing  roof  slab  was  deflected 
3  in.  into  the  backfill. 

On  the  ramp  side  of  the  landing  a  l'/j-ln.  crack  was  formed  at  the  centt;  tine  of  the  floor 
slab.  The  crack  ran  to  the  center  ot  the  landing.  A  %-in.  crack  branched  from  this  crack  and 
ran  next  to  the  Q-gauge  mount,  at  which  point  it  became  a  1-ln.  crack  and  continued  to  the  first 
riser  of  the  entrance  away  from  GZ.  The  intersection  of  the  roof  slab  and  the  exterior  wall 
had  a  continuous  l'/j-in.  crack  along  the  entire  length  of  the  landing.  The  exterior  wall  had 
several  Vu-  and  Vjj-ln.  cracks  located  midway  along  the  landing.  There  was  also  a  ' 
horizontal  crack  3%  ft  above  the  floor  slab  of  the  'anding  on  the  GZ  end  of  the  wall  which  ran 
•o  the  :/,,-in.  vertical  crack.  Sections  of  these  exterior  walls  at  the  contraction  joint  ot  the  en¬ 
trance  facing  GZ  were  chipped  out  by  the  blast. 

Continuous  separations  were  observed  along  the  intersection  of  both  walls  and  the  stair  in 
the  entranc.  facing  away  from  GZ.  At  the  interior  wall  the  crack  varied  from  1  in.  at  the  bot¬ 
tom  to  2  in.  at  the  mid-height  of  the  stairs  and  then  decreased  to  %  in.  at  the  top.  The  exterior 
wall  separation  was  similar  but  varied  in  size  from  %  in.  at  the  bottom  to  1 V*  in.  at  the  mld- 
helght  and  back  to  ‘/j  In.  at  the  top  of  the  stairs.  The  interior  wall  had  a  laminated  section  lo¬ 
cated  adjacent  to  the  edge  of  the  landing  roof  slab.  The  laminated  area  had  a  1  n-ln.  horizontal 
crack  that  ran  toward  the  top  of  the  stairs.  The  exterior  wall  had  a  vertical  '/,,-ln.  crack  lo¬ 
cated  above  the  sixth  riser  from  the  bottom  of  the  stairs.  Several  l/u-  and  '/jj-in.  cracks  were 
also  present  in  this  wall. 

(b)  Antechamber.  The  walls  and  roof  were  not  damaged.  The  floor  slab  had  one  hairline 
to  :/M-ln.  crack  running  from  the  rear  wall  of  the  antechamber  to  a  point  located  midway  be¬ 
tween  the  main  door  opening. 

(c)  Main  Chamber.  The  section  of  main  chamber  adjacent  to  the  gaslight  door  had  several 
l/H-ln  cracks  in  its  floor  slab.  The  roof  and  walls  of  this  section  received  no  structural  dam¬ 
age.  The  roof  slab  of  the  main  room  in  the  structure  had  diagonal  hairline  cracks  that  stand 
at  a  strain-gauge  block  out  at  the  center  of  the  room  and  ran  toward  the  four  corners.  A  longi¬ 
tudinal  crack,  hairline  in  width,  was  located  along  the  center  line  of  the  slab  Hairline  cracks 
were  developed  at  the  intersection  of  the  haunch  and  the  roof  slab  along  the  rear  and  both  side 
wails  of  the  room.  Cracks  were  formed  along  the  Intel  section  of  wails  at  points.  A  and  B  of 
Fig.  3.23.  Also,  at  the  gaslight  door  opening,  located  at  point  C  of  Fig.  3  25.  diagonal  cracks 
were  formed  leading  out  from  the  four  corners  of  tie  door  opening.  Numerous  transverse  and 
longitudinal  cracks  were  produced  in  the  floor  slab,  their  sixes  varying  from  to  '  „  in 

The  crack  patterns  for  structure  RAb  are  shown  in  Figs  3.23  to  3.27. 

(d)  £rif  Chambei.  The  opening  located  at  point  0  of  Fig.  1.25  had  diagonal  cracks  leading 
from  its  four  corners.  No  damage  was  observed  in  U  -  roof  >r  floor  slabs. 

(e)  £iif  Twmtl  sad  Ska  it  No  .-racking  was  foend  In  the  vertical  exit  shaft  or  the  exit 
tunnel  The  contraction  joint  between  the  emergency  exit  tunnel  and  the  main  part  of  the  shel¬ 
ter  was  opened  to  1 4  in. .  with  spalling  at  the  joint  of  the  tunnel  walls  and  roof  slab.  There 
wwe  a  vertical  dislocation  between  *V  ursnel  »nd  shelter,  the  'unnel  being  ’  i  ‘n  higher 

(f  tkx>r t.  The  only  door  showing  any  damage  was  the  emergency -exit  hatch  rover  As  tn 
Structure  RAa.  the  bent  steel  hinge  straps  again  were  straightened  out  and  allowed  thr  hatch 
cover  to  be  pushed  Into  the  vmergency-exit  tunnel.  The  hatch  rover  was  deposited  or.  the  floor 
at  the  exit  tunnel  at  the  ngt  of  the  pit  and  w-a*  burned  u«Jer  3  ft  rd  defer*,*  The  hatch  operating 
mechanism  and  the  hatch  frame  were  undamaged 

The  grout  under  the  frame  of  the  mate.  f  fast  door  was  W  an  into  the  antechamber  tot  he 
overpressure,  but  this  and  the  remaining  blast  door  and  !w”  gas{ight  d-»ir*  were  i~.  £  *«t 

ss>rkir^  order 
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(g)  Ventilation.  The  ventilation  system  was  in  working  condition  and  had  the  same  set¬ 
tings  after  the  test  as  before.  That  1?,  the  overpressure  flap  valve  was  closed  and  was  working 
easily,  the  manually  operated  exhaust  valve  was  open  1  cm,  and  the  ventilator  was  on  "Auf” 
(open).  As  in  structure  RAa,  there  again  was  some  small  leakage  in  the  mechanically  operated 
ventilator  when  it  was  set  on  "Zu”  (closed)  and  turned  rapidly.  The  cast-iron  flange  of  the 
ventilator  assembly,  which  bolts  to  the  projecting  intake  pipe  from  the  sand  filter,  was  broken 
at  the  time  of  initial  assembly  and  not  during  the  test. 

The  blast  damage  incurred  by  structure  RAb  is  shown  in  Figs.  3.38  to  3.32. 

3.1.3  Rectangular  Concrete  Shelter  (Structure  RAc) 

(a)  Entranceuays .  The  entrance  facing  GZ  had  cracks  formed  along  the  intersection  of 
the  ramp  slab  and  both  walls.  The  separation  of  the  interior  wall  from  the  slab  varied  from 
hairline  at  the  ground  surface  to  %  in.  at  the  bottom  of  the  ramp.  The  exterior  wall  and  slab 
separation  varied  from  '/„  in.  at  the  surface  to  Va  in.  at  the  bottom.  The  interior  wall  devel¬ 
oped  two  V)}-in.  cracks  at  its  mid-height.  These  cracks  were  located  near  the  lower  portion  of 
the  ramp.  The  wll  at  the  construction  joint  deflected  into  the  backfill  %  in.  at  its  base  and 
2'/j  in.  at  the  top  of  the  parapet.  There  were  no  cracks  in  the  exterior  wall,  but  at  the  contrac¬ 
tion  joint  the  wall  deflected  into  the  backfill  zero  inches  at  its  base  and  lV|  in.  at  the  top  of  the 
parapet.  The  top  of  the  parapet  located  above  the  landing  roof  slab  was  pushed  1 V*  in.  into  the 
backfill. 

The  roof  slab  over  the  landing  had  a  continuous  crack  along  its  intersection  with  the 
exterior  wall.  A  V«-in.  crack  developed;  it  started  at  the  edge  of  the  roof  slab  on  the  opposite 
side  of  the  landing  from  GZ,  continued  along  the  center  line  of  the  slab  for  three-quarters  of  its 
length,  then  turned  diagonally  toward  the  exterior  wall.  The  interior  wall  of  the  landing  had  a 
vertical  Vj,-ln.  crack  running  its  full  height.  The  crack  was  located  at  the  center  of  the  landing. 

Both  walls  in  ihe  entrance  away  from  GZ  separated  from  the  stairs  at  their  Intersection. 
The  crack  along  the  stairs  and  the  interior  wall  varied  from  '/« in.  at  the  bottom  tread  to  %  in. 

'.t  the  mid-height  of  the  stairs  and  to  Va  in.  at  the  top  riser.  The  exterior  wall  and  stair  sepa¬ 
ration  varied  from  hairline  at  the  borom  to  %  in.  at  mid-height  and  to  ‘  4  in.  at  the  top  riser. 
The  interior  wall  had  a  laminated  area  located  at  the  intersection  of  the  wall  and  the  roof  slab. 
The  top  of  the  laminated  area  was  bounded  by  a  Vjj-in.  crack.  Several  additional  Vjj-in.  cracks 
and  one  ‘/|,-in.  crack  were  located  near  the  laminated  section.  The  extsrior  wall  had  three 
l/n-in.  cracks  and  one  V4-tn.  crack  located  near  the  contraction  Joint  in  the  upper  half  of  the 
wall. 

(b)  Antechamber,  The  walls,  roof,  and  floor  slab  received  no  structural  damage  from  the 
olast. 

(c)  Mam  Chamber.  One  longitudinal  hairline  crack  started  at  the  center  of  the  chamber 
roof  slab  and  ran  to  the  interior  corner  of  the  antechamber.  There  were  several  diagonal 
cracks  branching  off  this  longitudinal  crack  Diagonal  cracks,  starting  at  the  center  of  the 
chamber,  ran  to  vard  the  two  'ear  corners  of  the  room.  There  were  hairline  to  V*-Jn.  longi¬ 
tudinal  cracks  produced  in  the  slab.  The  center  portion  of  the  slab  could  not  be  investi¬ 
gated  owing  to  the  presence  of  the  Ensolite  test  equipment.  Cracks  were  formed  at  the  inter - 
sec;  on  of  the  walls  as  located  by  points  A.  B.  and  C  of  Fig.  3.33.  Diagonal  cracks  were 
present  at  it.e  lour  corner*  of  the  door  openir*  at  the  rear  of  the  chamber,  point  & 

The  crack  ^tterna  for  structure  RAc  are  shown  in  Figs.  3.33  to  3.35. 

(d=  E\i<  C  ha mbe i  No  cracking  was  evident  in  the  roof  and  floor  slabs.  Cracks  were 
formed  a;  the  (our  corners  of  the  opening  in  the  wall  at  point  E.  Fig  3  33. 

(e!  Evil  Tunnel  and  Smut.  The  tunnel  and  shaft  themselves  had  no  visible  cracks.  At  the 
contraction  joint  between  the  main  structure  and  the  tunnel,  a  1  j  In.  lateral  displacement  oc¬ 
curred  The  tunnel  floor  was  displaced  vert. rally  *4  in.  above  the  floor  of  the  main  structure. 
Debris  was  piled  2',  ft  above  the  floor  of  the  tunnel  below  the  exit  shaft.  Sand  bags  that  were 
used  to  reinforce  the  sloped  ground  surface  at  the  exterior  end  of  the  shaft  were  found  broken 
open  and  hanging  (mm  the  climbing  rungs  in  the  shaft 


(f)  Doors.  All  doors,  with  the  exception  of  the  horizontal  exit-shaft  hatch  cover,  were  un¬ 
damaged  by  the  blast.  The  hatch  cover  was  found  at  the  edge  of  the  pit  below  the  shaft.  It  had 
been  completely  covered  with  debris.  The  anchor  straps  for  the  hatch  cover  had  been  straight¬ 
ened  out  by  the  force  of  the  cover  being  pushed  away  from  it. 

The  grout  pockets  for  holding  the  doors  were  found  upon  inspection  to  be  sound,  but  the 
grout  under  the  main  blast -door  frame  was  blown  into  the  antechamber  by  the  pressure  wave. 

(g)  Ventilation.  The  overpressure  flap  valve  was  closed  before  the  test  and  remained 
closed  after  the  test.  There  was  no  sign  of  damage  to  the  valve  or  hinge  assembly  or  to  the 
manually  operated  exhaust  valve  inside  the  shelter. 

Inspection  showed  the  manually  operated  ventilator  to  be  in  good  working  condition  except 
that  some  leakage  was  noted  on  the  “Zu"  (closed)  setting.  The  flow-indicator  plug  rises  slowly 
to  the  top  of  the  graduated  tube  when  the  handle  is  turned  rapidly.  However,  it  is  doubtful  if 
leakage  in  addition  to  that  noted  in  Sec.  1.3.4,  was  caused  by  the  blast. 

The  results  produced  by  the  blast  loading  are  as  shown  in  Figs.  3.36  to  3.53. 

3.1.4  Rectangular  Concrete  Shelter  (Structure  RAd) 

(a)  Entranceuays .  In  the  entrance  facing  GZ  there  was  a  separation  of  the  interior  wall 
from  the  ramp  slab  varying  from  V32  in.  near  the  top  of  1*  ••  entrance  to  '/„  in.  at  the  bottom. 

The  exterior  wall  was  also  separated  from  the  ramp  the  te  of  the  cracks  varying  from  %  in. 
at  the  top  to  '/« in.  at  the  bottom  of  the  ramp.  There  was  a  chioped-out  section  of  the  interior 
wall  located  at  its  intersection  with  the  edge  A  the  roof  slab  jvtr  the  landing.  The  deflection 
of  the  wall  into  the  backfill  at  the  contraction  joint  varied  from  cro  inches  at  the  ramp  to 

%  in.  at  the  bottom  of  the  roof  slab.  The  exterior  wall  had  a  ',t.-in.  vertical  crack  located 
near  the  upper  end  of  the  ramp. 

A  Vif-in.  crack  was  present  along  the  intersection  o'  the  exterior  wall  and  the  roof  slab  of 
the  landing. 

The  separation  of  the  stain:  in  the  entrance  away  from  GZ  from  the  interior  wall  varied 
from  hairline  at  the  bottom  riser  to  V,  in.  at  the  top  of  the  stairs.  The  exterior  wall  separation 
varied  from  %  in.  at  the  bottom  to  7,  in  at  he  mid-height  and  back  to  %  in.  at  the  top  of  the 
stairs.  The  interior  wall  had  a  1  J3-ln.  diagonal  crack  running  from  the  intersection  of  the  edge 
of  the  roof  and  the  wall  to  a  point  located  at  the  top  of  the  seventh  riser  from  the  bottom  of  the 
stairs.  No  deflection  of  this  wall  inti  the  backfill  was  apparent.  The  exterior  wall  deflection  at 
the  contraction  joint  varied  from  «.ero  inches  at  the  bottom  to  %  in.  at  the  underside  of  the  roof 
stab. 

The  crack  patterns  for  structure  KAd  are  shown  in  Figs.  3.54  to  3.56. 

(b)  Anteeha'nber.  No  damage  to  the  walls,  roof,  or  floor  slabs  was  apparent  in  the  ante¬ 
chamber 

(e)  Mam  C Chamber.  The  nu,  chamber  received  no  structural  damage  from  the  blast. 

(d)  tut  Ckambet.  The  walls,  roof,  and  floor  slab  of  the  exit  chamber  appeared  to  be  tn 
the  same  condition  before  and  after  the  test. 

(el  tut  Tnmmet  and  SMart.  No  cracks  were  evident  in  the  shaft  or  tunnel.  The  contraction 
jutnt  between  the  main  structure  and  the  exit  tunnel  had  a  lateral  separation  of  about  %  in  No 
vertical  movement  was  apparent  at  this  joint  One  of  the  cllmbifg  rungs  in  the  exit  shaft  was 
deformed.  Sand  and  debris  filled  the  pit  at  the  bottom  of  the  shaft  to  a  oepth  of  approximately 
9  in 


if)  Dam.  The  only  door  showing  any  damage  seas  the  emergency  •  exit  hatch  cover.  The 
hert:  eteel  hinge  straps  were  straightened  out.  allowing  the  cover  to  be  pushed  into  the  emer- 
,  envy -exit  tunnel  The  hatch -ope rating  mechanism  and  the  hatch  frame  were  undamaged. 

g;  The  overpressure  flap  valve  was  closed  before  the  test  and  remained 

closed  after  the  test  Thtce  eras  no  sign  c.f  damage  to  the  valve  or  hinge  assembly  or  ti  the 
manually  operated  exhaust  valve  inside  the  shelter 


Inspection  showed  the  manually  operated  ventilator  to  be  In  good  working  condition,  except 
that  some  leakage  was  noted  on  the  “Zu"  (closed)  setting.  The  flow-indicator  plug  rises  slowly 
to  the  top  of  the  graduated  tube  when  the  handle  is  turned  rapidly.  However,  it  is  doubtful  if 
leakage,  in  addition  to  that  noted  in  Sec.  1.3.4,  was  caused  by  tne  blast. 

The  results  produced  by  *he  blast  loading  are  shown  in  Fig.  3.57. 

3.1.5  Circular  Concrete  Shelter  (Structure  CAa) 

(a) Entranceu-ax.  The  single  entranceway.  which  faced  away  from  GZ,  had  a  1  jj-in.  crack 
down  the  center  line  of  the  sloping  roof  slab  over  the  stairs.  This  crack  started  at  the  free  end 
of  the  roof  slab  and  continued  past  the  contraction  Joint  to  1 /2  ft  past  the  crown  of  the  cylindri¬ 
cal  section. 

A  Vjj -  to  */ ,,-in.  crack  ran  along  the  center  line  of  the  stairs  from  the  fifth  riser  from  the 
top  to  the  contraction  joint  at  the  sixth  riser  from  the  bottom.  Another  V32-in.  crack  ran  from 
the  fifth  tread  from  the  bottom  to  the  floor  of  the  landing  along  the  intersection  of  the  exterior 
wall  and  the  stairs.  At  the  intersection  of  the  exterior  wall  and  the  stairs,  there  was  a  '/,,-in. 
crack  that  started  at  the  eighth  riser  from  the  lop  and  ran  to  the  top  riser.  It  continued  diag¬ 
onally  from  the  intersection  of  the  exterior  wall  and  the  top  tread  as  a  Vlc-tn.  crack  across  the 
horizontal  portion  of  the  wall.  A  similar  ‘,jj-in.  crack  starts,  at  the  other  end  of  the  top  tread 
aid  ran  diagonally  across  the  top  of  the  interior  retaining  wall  to  its  outside  face. 

At  the  bottom  of  the  vertical  contraction  joint  in  the  retaining  walls,  there  was  a  %-in. 
separation  of  the  exterior  walls  and  a  n.  separation  of  the  interior.  The  joints  were  closed 
it  the  top.  Differential  vertical  movement  waa  apparent.  The  poriion  of  the  sloping  roof  slab 
above  the  contraction  joint  was  *,  t<-in.  lower  than  the  corresponding  section  toward  the  cylinder. 

The  corner  formed  by  the  sloping  roof  slab  and  the  interior  wall  from  the  contraction  joint 
to  top  of  slope  had  a  hairline  crack.  This  crack  extended  up  to  the  top  of  the  parapet  portion  of 
the  sloping  roof  slab  it  its  intersection  with  the  interior  wall  and  ran  diagonally  toward  the 
cylinder  to  the  edge  of  the  wall.  This  diagonal  crack  was  in.  wide. 

The  floor  slab  of  the  landing  had  a  Vj3-  to  ,,-in.  crack  perpendicular  to  the  plane  of  the 
door  across  the  entire  w'dth.  A  similar  hairline  crack  was  present  near  the  crown  of  the  roof 
slab. 

There  was  also  a  vertical  hairline  crack  l  ft  from,  and  p»rall*l  to.  the  osrairs  side  >i  the 
main  blast  door.  This  crack  started  at  the  top  recess  on  the  far  side  of  the  door  frame  Iron 
GZ  and  continued  to  the  floor.  The  grout  in  this  anchor  pocket  was  loosened. 

The  crack  patterns  for  structure  CAa  are  shown  in  Figs.  3.58  to  3.60 

lb)  Aitlei  huuthrr.  The  only  visible  damage  in  the  cta.mh*-  bef-een  t*-  •  Urge  bl  u»t  ikx.r 
and  large  gaslight  doors  was  a  continuation  of  the  longitudinal  cracks  along  the  rente.’  line  of 
the  floor  slab  and  crown.  In  this  chamber  it.e  crack  in  ;he  floor  »lau  was  1 ,,  in.  wide  and  the 
crack  in  the  erow.i  was  hairline 

( c >  Main  Cfemhrr.  In  the  main  chamber  the  crack  in  the  floor  slab,  which  began  at  the 
end  of  the  cylinder,  continued  as  a  ',,-vn.  longitudinal  crack  down  the  center  line  of  the  floor 
for  practically  the  full  length  of  the  cylinder  Approximately  5  ft  from  the  #*'t  end  of  this 
tyiindcr,  this  crack  became  in.  arid?  There  was  else  a  similar,  but  narrower,  crack  In  the 
crown  of  the  roof  stab  for  the  entire  length  of  the  main  rhamber 

The  wail  of  the  cylinder  away  from  GZ  had  three  cracks,  hairline  in  width,  starting  a‘  the 
Intersection  of  the  cylinder  with  the  floor  slab  and  rvnnlng  up  to  a  po.nt  »bc:tjt  30  deg  from  the 
down  on  the  side  away  from  GZ  These  cracks  were  approximately  at  the  center  end  ~ua"‘er 
points  of  the  leie(th  of  the  unsUffened  wall.  T»i  #-in.  -long  vertical  hairline  cracks  were  also 
frond  in  *hr  wall  facing  GZ  around  the  middle  diameter  at  the  center  of  span  of  the  -rail 

(d>  t'  (.fuiwofici.  So  damage  to  the  walls,  floor  slab,  or  cylinder  was  noted  in  this 
chamber 

«e:  ftii  .SAe'f.  At  the  intersection  of  the  vertical  exit  'halt  with  the  cylinder,  a  :,j-  fo 
:„-in.  horizontal  crack  fad  run  around  the  shaft,  esrept  'jn  (he  end  wall  About  6  *«.  at’cve  thi* 
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intersection,  there  was  a  Vt4-in.  crack  on  the  wall  facing  GZ.  On  the  walls  toward  and  away 
from  GZ,  at  about  their  mid-height,  another  fine  crack  was  noted. 

The  hatch  cover  was  deposited  on  the  top  of  the  sand  in  the  filter  chamber.  The  top  climb¬ 
ing  rung  was  bent  down  by  the  hatch  cover.  No  other  damage  was  noted. 

(f)  Doors.  With  the  exception  of  the  emergency-exit  hatch  cover,  all  doors  were  in  place 
and  in  good  operating  condition.  The  hardened  grout  under  the  bottom  angles  of  the  door  frame 
of  the  main  blast  door  was  blown  in  by  the  overpressure.  This  debris  dented  the  large  seal 
door  where  it  hit.  The  sheet-metal  skin  of  the  door  was  unbroken. 

As  in  structure  RAa,  the  hinge  straps  for  the  emergency-exit  hatch  cover  were  again  bent 
straight,  and  the  cover  was  blown  in  and  deposited  as  noted  above.  There  was  no  damage  to  the 
door  operating  mechanism. 

ig)  Ventilation.  After  the  test  the  overpressure  flap  valve  was  found  jammed  in  an  open 
position  with  no  signs  of  structural  damage.  The  manually  operated  exhaust  valve  was  in  its 
preshot  condition  and,  as  in  the  other  structures,  the  ventilator  was  set  on  "Auf"  (open)  and 
working  with  some  leakage  when  set  on  "Zu”  (closed)  and  turned  rapidly. 

The  damage  that  resulted  from  the  blast  wave  is  shown  in  Figs.  3.61  to  3.72. 

3.1.6  Circular  Concrete  Shelter  (Structure  CAb) 

(a)  Enlranct  uaw  There  was  a  1  jj-in.  crack  along  the  sloped  portion  of  the  entrance  roof 
slab.  This  crack  started  at  the  upper  end  of  the  slab  and  continued  to  a  point  located  at  the 
contraction  joint  above  the  sixth  riser  from  the  bottom  of  the  stairs.  A  ',4-ln.  crack  started  at 
the  contraction  joint  and  ran  down  the  lower  portion  of  the  slab.  The  crack  branched  out  into 
two  separate  ',44-in.  cracks  above  the  landing  A  separation  was  present  along  the  entire  length 
of  the  intersection  of  the  entrance  roof  slab  and  exterior  wall;  it  varied  from  hairline  to  1 M  in. 
in  width.  There  was  approximately  in.  of  lateral  movement  of  the  entrance  away  from  the 
structure  at  the  contraction  joint.  There  was  a  ‘j-in.  spalled  area  on  each  side  of  the  con¬ 
traction  joint  along  the  roof  slab.  The  stairs  had  a  crack  located  along  their  center  line  rang¬ 
ing  in  size  from  l44  in.  at  the  seventh  riser  from  the  top  to  1 14  in.  at  the  contraction  joint.  The 
interior  wall  was  separated  from  the  stairs  by  a  crack  that  started  at  the  top  riser  as  1 „  in. 
wide  and  decreased  to  hairline  in  nature  at  the  contraction  joint.  The  separation  of  the  exte¬ 
rior  wall  from  tlie  stairs  started  at  the  top  riser  as  a  l44-i’’  crack  and  continued  down  to  the 
eleventh  riser  from  the  top.  where  it  was  hairline  ir.  -Mr.. 

The  exterior  wall  had  two  1  cracks  that  were  perpendicular  to  the  plane  of  the  stairs 
and  were  located  above  the  eighth  and  ninth  risers  from  the  top.  Several  similar  cracks  were 
located  on  the  interior  wall  opposite  the  above -desert bed  cracks. 

The  celling  and  floor  slab  of  the  landing  had  longitudinal  cracks  that  ran  from  the  exte¬ 
rior  wail  to  points  located  above  and  below  the  center  line  of  the  blast  door,  respectively.  The 
sizes  of  the  floor  and  roof  slab  cracks  were  hairline  and  ’4,  in.  in  width,  respectively. 

The  crack  patterns  for  structure  CAb  are  shown  in  Fig*.  3  73  to  3.75. 

(b)  Autre iumVi .  The  cracks  in  the  floor  and  crown  that  were  present  in  the  landing  ai.'o 
continued  into  the  antechamber  with  their  same  widths  No  transverse  separations  were  evi¬ 
dent  tn  this  section  of  the  structure. 

(c'r  ,\Jatn  Cktt-nbri.  At  the  center  line  of  the  floor  slab  in  the  main  rtlambrr,  a  1  ,,-tw 
longitudinal  crack  started  at  the  large  gaslight  door  and  continued  to  the  rear  wall  of  the  strut  ■ 
ture  fhts  crack  decreased  to  in.  in  wtdth  in  the  rear  portion  of  the  room  The  crack*  u. 
the  landing  and  antechamber  are  believed  to  be  a  continuation  of  this  separation  Several  <4-»n 
transverse  cracks  were  produced  ir.  the  floor  slab  The  crown  of  the  structure  had  a  r ia*  k 
similar  to  that  found  in  the  floor  except  h  r  the  size,  wtuch  is  hairline. 

The  wall  of  the  cylinder  awar  from  GZ  had  three  hairline  cracks  These  cracks  started  at 
the  intersection  of  the  cylinder  and  the  floor  slab  and  ran  up  to  a  point  abmt  30  deg  from  the 
ciown  or.  the  sidr  away  from  GZ 

!d*  E  tit  i  feuiethfi ,  No  damage  to  the  waits,  floor  slab  or  crtinder  was  noted  in  this 
chamber 
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(«)  Exit  Shaft.  The  below-ground  portion  of  the  shaft  was  undamaged.  That  part  of  the 
shaft  which  extends  above  the  surface  had  horizontal  '/t|-in.  cracks  on  the  four  faces  of  the 
walls  located  8  in.  below  the  top  of  the  shaft.  The  concrete  around  the  hatch  cover  frame  was 
badly  spalled. 

The  hatch  cover  was  deposited  on  the  floor  at  the  bottom  of  the  pit  below  the  shaft.  The 
sand  at  the  rear  of  the  filter  was  scooped  out  to  a  depth  of  approximately  1  ft  and  deposited  on 
the  floor. 

(f)  Doors.  With  the  exception  of  the  emergency -exit  hatch  cover,  all  doors  were  in  place 
and  in  good  operating  condition.  The  hinge  straps  for  the  emergency -exit  hatch  cover  were 
again  bent  straight,  and  the  cover  was  blown  in  and  deposited  as  noted.  There  was  no  damage  to 
the  door  operating  mechanism.  Again,  the  grout  under  the  main  blast  door  frame  had  been  blown 
into  the  antechamber.  However,  as  for  structure  CAa,  the  door  was  dented,  but  the  sheet -metal 
face  was  not  torn. 

(g)  Ventilation.  The  overpressure  flap  valve  was  found  in  an  open  position  after  the  test. 
The  manually  operated  exhaust  valve  was  removed  so  that  the  exhaust  pipe  for  the  generator 
could  pass  through  the  duct  for  the  valve. 

The  results  of  the  blast  are  shown  in  Figs.  3.76  to  3.81. 

3.1.7  Rectangular  Concrete  Shelter  (Structure  RCa) 

(a)  E  nt  ranee  nay  s .  There  war  no  physical  damage  to  the  ramp  slab  and  only  minor  dam¬ 
age  to  the  Interior  and  exterior  retaining  walls  facing  GZ.  Several  and  hairline  cracks 

approximately  6  to  0  in.  long  were  noted  on  the  retaining  walls.  The  contraction  joints  in  the 
walls  located  at  the  bottom  of  the  ramp  were  opened  ‘/sa  to  %,  in. ,  with  V,  to  ',4  in.  of  spalliig 
on  the  interior  wall  joint.  At  the  top  of  the  parapet  wall  by  this  joint,  a  piece  9  by  4  by  3  in. 
deep  was  chipped  out  of  the  top  of  the  parapet  wall,  and  in  the  ramp  slab  a  crack  of  from  VM  to 
'  ii  in.  was  present.  At  the  intersection  of  the  exterior  ramp  wall  and  the  ramp  slab  there  was 
a  hairline  crack  extending  approximately  three-quarters  of  the  way  up  the  ramp. 

A  V|* -in.  separation  along  the  entire  length  of  the  contraction  joint,  located  between  the 
parapet  wall  above  the  main  structure  roof  slab  adjacent  to  the  landing,  was  observed. 

The  contraction  joint  between  the  stairs  and  landing  walls  away  from  GZ  was  opened  in. 
at  the  bottom  and  aero  at  the  top  At  the  intersection  of  the  stairs  and  the  interior  and  exterior 
retaining  walls  a  hairline  crack  was  opened  the  entire  length  of  the  stairs.  As  in  the  entrance 
facing  GZ,  8-  to  9-in.-iong  cracks  ranging  from  x/u  in.  to  hairiine  were  found  starting  at  the 
upper  edge  of  both  walls.  Spalling  of  */t  to  '/4  in.  on  each  side  was  also  noted  at  the  contraction 
joint  between  the  shelter  and  interior  stair  retaining  wall. 

The  parapet  wall  and  the  interior  ramp  retaining  wall  appeared  to  have  been  displaced 
1  M  in.  inward  at  their  respective  intersections  with  the  main  structure. 

The  crack  patterns  for  structure  RCa  are  shown  in  Figs.  3.82  t  3.84. 

(b)  Antechamber.  There  was  no  damage  to  the  walla  of  the  antechamber,  except  that  at 
the  corners  formed  by  the  various  walla  perpendicular  to  one  another  (paints  V  B,  and  C. 

Fig  3.IJ)  there  were  vertical  hairline  crack*  the  entire  length  of  the  intersection. 

The  floor  slab  had  a  1  ,,-in.  diagonal  crack  from  the  inside  corner  nearest  GZ  to  the  center 
of  the  chamber.  This  crack  continued  perpendicular  to  the  plane  of  the  door,  terminating  at  the 
center  line  of  the  main  blast  door.  Tee;  other  'jj-tn. -wide  cracks,  approximately  6  in  torg. 
ran  parallel  to  the  rear  wait 

On  the  roof  slab  there  was  a  1 M  -in  longitudinal  crack  running  from  approximately  the 
center  line  of  the  blast  door  to  the  rear  wail  This  crack  ran  through  the  lintel  beam  over  the 
main  blast  door  and  extended  up  the  exterior  face  of  the  front  wall  tr  the  contraction  join! 
Hairline  cracks  at  the  intersection  of  the  --onf  »lao  wuh  ail  walls  were  noted. 

t  W«V>.  rugonal  cracks  ‘  rtln*  a,  the  center  of  the  rwf  slab  and  extending 
out  toward  the  lour  corners  were  observed  .V  their  origin  these  cracks  were  1  M  in.,  they  be¬ 
came  hairline  in  width  at  6  in  to  J  ft  away  from  their  starting  point  The  interjection  of  the 
haunch  a  war  from  GZ  and  the  roof  stab  had  »  hairline  crack  that  continued  around  the  rear 
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wall  of  the  main  chamber  at  the  roof  slab.  All  Interior  joints  between  the  walls  had  vertical 
hi\lrline  c.acks  the  full  height  of  the  wall,  as  shown  by  points  D,  E,  and  F,  Fig.  3.82. 

In  the  floor  slab  V)i*in.  diagonal  cracks,  similar  to  those  in  the  roof  slab,  were  formed. 
Random  longitudinal  and  transverse  cracks,  parallel  to  the  front  wall  and  the  two  walls  per¬ 
pendicular  to  the  blast  line,  were  also  noted. 

Located  at  the  opening  leading  to  the  exit  chamber,  '/u-in.  diagonal  cracks  were  formed  at 
the  comers  of  the  opening  nearest  GZ;  at  the  other  two  comers  there  were  hairline  diagonal 
cracks.  No  other  cracking  of  the  walls  was  noted. 

(d)  Exit  Chamber.  Diagonal  '/(M  -in.  cracks,  located  at  the  four  corners  of  the  opening  be¬ 
tween  the  exit  chamber  and  tunnel,  were  formed. 

(e)  Exit  Tunnel  and  Shaft.  The  contraction  joint  between  the  emergency  exit  tunnel  and  the 
main  structure  was  opened  x/xt  in.  Approximately  9  in.  from  the  top  of  the  joint  on  the  side 
away  from  GZ,  a  VM-in.  crack  started  in  the  wall  of  the  main  structure  and  continued  up  to  the 
roof  slab  at  a  45  deg.  angle.  There  waj  no  apparent  vertical  displacement  between  the  sections 
on  either  side  of  the  joint. 

(f)  Doors.  All  doors,  including  the  emergency-exit  hatch  cover,  were  in  good  operating 
condition. 

(g)  Ventilation.  The  overpressure  flap  valve  was  found  in  an  open  position  after  the  test 
The  mechanical  ventilator  worked  on  “Auf”  (open),  but  some  leakage  was  noted  on  “Zu” 
(closed). 

The  blast  damage  produced  in  structure  RCa  is  shown  in  Figs.  3.85  to  3.91. 

3. '  8  Rectangular  Concrete  Shelter  (Structure  RCb) 

(a)  Entrance* ays.  The  ramp  slab  and  its  intersections  with  the  interior  and  exterior  re¬ 
taining  walls  showed  no  evidence  of  cracking.  Lt  each  wall  there  were  two  cracks  from  '/«« in. 
to  hairline  in  width,  starting  at  the  top  of  the  wall  and  running  vertically  downward  for  8  to  9 
in.  The  contraction  joints  in  the  walls  located  at  the  bottom  of  the  ramp  were  opened  V,,  to 
'  M  ‘n 

Along  the  entire  length  of  the  contraction  joint  located  between  the  parapet  wall  above  the 
main  structure  and  the  roof  slab  there  was  a  separation  of  from  in.  to  hairline  At  the 
upper  corner  (away  from  GZ)  of  the  grouted  door  anchorage  recess,  there  was  a  hairline  crack 
that  ran  diagonally  up  the  (ace  of  the  wall  to  the  above  contraction  joint.  The  grout  in  the  an¬ 
chor  recess  was  loose  and  could  be  moved  slightly. 

The  contraction  joint  between  the  stairs  and  the  landing  retaining  walls  away  from  GZ 
was  opened  to  %t  tn.  There  were  no  cracks  at  the  intersection  of  the  stairs  with  either 
the  interior  or  exterior  retai-  ng  walls.  In  the  interior  stair  retaining  wall  there  were  five 
vertical  hairline  cracks  some  8  to  9  in.  long.  These  cracks  started  at  the  top  of  the  wall  above 
the  fifth,  seventh,  tenth,  thirteenth,  and  fifteenth  treads  from  the  bottom  of  the  stairs.  In  the 
exterior  ramp  retaining  wall  there  were  three  'M-ln.  to  hairline  cracks  starting  at  the  top  of 
the  wall  above  the  sixth,  eighth,  and  tenth  treads. 

The  crack  patterns  for  structure  RCb  are  shown  in  Figs.  3  92  to  3.94 

ib)  ,\nin  tutmbet .  The  rear  wall  -f  the  antechamber  tad  a  vertical  hairline  crack  from 
the  roof  to  the  floor  slab.  This  crack  was  located  about  one-third  the  dkstanr*  from  the  wall 
nearest  GZ  to  the  main  chamber  and  is  invested  by  point  C.  Fig.  3  92  Parallel  to  this  crack, 
and  about  €  in.  farther  from  GZ.  ns  another  9-in  -long  hairline  crack  extending  down  from 
the  mof  slab.  At  the  comers  formed  by  the  wail  nearest  GZ  and  the  two  adjuring  walls  (points 
A  and  ft.  Fig  3  92).  vertical  hairline  cracks  the  entire  length  of  the  comer  were  found. 

There  were  no  cracks  in  the  floor  slab. 

On  the  mof  slab  the  only  crack  to  he  seen  was  a  hairlire  crack  which  started  at  the  renter 
line  of  the  little!  beam  over  the  blast  door,  ran  up  to  the  roof  slab  and  continued  around  at  the 
intersection  >f  the  slab  anti  ariow*  walls  to  the  main  c  ham  be  - 

c-  \f<n*  t'homhci .  O  the  roof  slab  there  were  two  transverse  hairline  cracks  The  first 
crack  originated  at  the  center  of  the  surer*  point  X-7  and  can  atvsit  3  ft  toward  the  wall  near- 
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est  GZ.  There  It  split,  one  branch  continuing  transverse  to  about  6  in.  from  the  top  of  the 
haunch  and  the  other  branch  running  on  a  diagonal  toward  the  rear  of  the  structure  to  the  top 
of  the  haunch.  On  the  side  of  the  survey  point  away  front  G 7,  the  crack  continued  to  the  top  of 
the  haunch  and  down  the  haunch  to  the  top  of  the  wall.  A  !  o,  the  haunch  the  crack  had 
two  additional  branches  that  ran  diagonally  down  the  haunch  to  the  top  of  the  wail. 

The  second  transverse  crack  was  parallel  to  the  main  branch  of  the  above -described 
crack  but  1'  2  ft  nearer  the  front  wall  of  the  structure.  It  ran  from  the  bottom  of  the  haunch 
on  the  side  away  from  GZ  to  about  l1 2  ft  away  from  the  top  of  the  haunch  on  the  opposite  wall: 
there  it  split,  with  both  branches  running  diagonally  to  the  top  of  the  haunch  nearest  the  en¬ 
trance  to  the  antechamber.  Another  diagonal  crack  branched  from  the  main  transverse  stem 
and  ran  toward  the  comer  formed  by  the  front  wall  and  the  wall  away  from  GZ  It  stopped  at 
the  top  of  the  haunch  and  continued  along  the  intersection  of  the  top  of  the  haunch  and  roof  slab 
to  the  rear  corner.  Another  crack  ran  along  the  intersection  of  the  roof  slab  and  the  rear  wall. 

A  longitudinal  crack,  perpendicular  to,  and  originating  at,  the  center  of  the  forward  trans¬ 
verse  crack,  ran  to  the  front  wall  of  the  structure.  There  it  Intersected  a  crack  along  the  cor¬ 
ner  formed  by  the  front  wall  and  the  roof  slab.  At  all  interior  corners  in  the  main  chamber 
there  were  vertical  cracks  running  the  full  height  of  the  wall  (points  D,  E,  and  F,  Ftg.  3  92). 
These  cracks,  as  well  as  all  others  in  the  roof  slab,  were  hairline  in  width. 

In  the  floor  slab  there  were  random  transverse  longitudinal  and  diagonal  cracks.  A  longi¬ 
tudinal  1  u-in.  crack  started  at  approximately  the  center  point  of  the  floor  and  terminated  about 
3  ft  away  from  the  rear  wall.  Perpendicular  to  this  crack  at  its  origin  was  a  /M*w.  transverse 
crack,  which  ran  to  the  base  of  the  wail  toward  GZ.  It  extended  about  1  ft  past  the  longitudinal 
crack  toward  the  wall  away  from  GZ.  A  '(4-in.  longitudinal  crack  2*4  ft  long  ran  parallel  to, 
and  about  1  ft  away  from,  the  wall  nearest  GZ  at  the  entrance  end  of  the  wall. 

Parallel  to  the  wall  away  from  GZ.  at  about  its  center,  there  were  three  ‘/M-in. -wide 
cracks  about  2  ft  long.  There  were  a  number  of  l44-tn  diagonal  cracks  which  ran  toward  the 
corner  formed  by  the  wall  away  from  GZ  and  the  rear  wall  at  a  point  about  4  ft  out  from  either 
wall. 

Near  the  comer  formed  by  the  front  wall  and  the  wall  away  from  GZ  there  was  a  '  M-in. 
crack  parallel  to  ibp  front  wall.  From  this  transverse  crack  there  were  two  short  longitudinal 
cracks  which  branched  off  perpendicular  and  ran  toward  the  front  wail. 

(d)  Kxit  Omnibt-r.  Diagonal  cracks  were  formed  at  the  comers  of  ail  the  openings  in  the 
wall.  No  structural  damage  was  observed  in  ;h»  roof  and  floor  slab  of  the  < ■■ait  chamber. 

tel  k\it  Tunnel  and  Shall.  The  contraction  joint  between  the  emergency -exit  tunnel  and 
the  main  structure  had  a  hairline  crack  continuous  around  the  walls,  roof,  and  floor  slab. 

There  was  no  apparent  vertical  movement  of  the  joint. 

if:  /W/i.  All  doors,  including  the  emergency -exit  hatch  cover,  were  in  good  operating 
condition. 

igi  IV ntilalum.  The  overpressure  flap  valve  was  found  in  an  open  position  after  the  test. 
The  mechanical  vcnltlator  worked  on  "Aut"  lopenf,  tail  some  leakage  was  noted  on  ”Zu'' 

'closed'. 

The  blast  results  are  shown  in  Figs  3  93  to  3  9d 

3  l  9  Hrclat^uiar  Concrete  Shelter  ihtrwture  RCr> 

a  f  nit  atu  eatu  * .  Cracks  were  lot  formed  n  the  ramp  slab  or  al  Us  intersections  with 
either  wall  in  the  entrance  facing  GZ  The  interior  ramp  wall  had  two  vertical  <4-;n  crack* 
starting  at  the  fop  eg  the  wall  and  running  approximately  l  ft  toward  the  ramp  They  were 
Med  nud  wav  up  Ihr  sloped  portbei  -d  the  entranre  N»  cracks  were  apparent  in  the  extrrior 
wall  The  contraction  jojrts  at  the  Udt  >m  .d  the  ramp  were  .pen  approximately  v  In 

The  ant  afcswe  the  m-l  slab  rurw-i.ag  the  full  length  -f  the  landing  was  separated.  .  arring 
m  si/r  frTn  hairitnc  at  the  entranre  away  from  C17  to  ■  t  in  ihnr  the  blast  d.*>r 

Or.e  vertical  crack  wa*  present  in  the  inter*,  r  stair  wall  facing  awav  from  G7  The  c.o- 
!racti.*r.  joints  at  the  bottom  of  the  stairs  were  open  !  in 
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The  crack  patterns  for  structure  RCc  are  shown  in  Figs.  3.99  to  3.101. 

lb)  Anteelunnher .  No  cracks  were  apparent  in  the  walls,  roof,  or  floor  slab  of  the  ante¬ 
chamber. 

< c '  Mam  Chamber.  The  roof  slab  had  hairline  cracks  along  its  intersection  with  the 
haunch  on  both  longitudinal  walls.  The  rear  wall  and  roof  slab  intersection  had  a  1  -in.  sepa¬ 
ration  on  the  GZ  half  of  the  structure.  Both  rear  comers  of  the  main  chamber  had  vertical 
hairline  cracks  the  full  height  of  the  wall,  as  indicated  by  points  A  and  B,  Fig  3.99.  Numerous 
longitudinal  'M-in.  cracks  were  located  in  the  floor  slab  near  the  wall  facing  GZ  There  were 
several  additional  1  -in.  cracks  at  the  center  of  the  iioor  slab. 

(d)  £ m  Chumhei .  As  in  the  case  of  structures  RCa  ar.d  RCb,  short  diagonal  hairline 
cracks  were  formed  at  the  corners  of  the  openings  in  the  walls  No  damage  could  be  observed 
in  the  roof  and  floor  slab. 

(e)  Exit  Tunnel  and  Shull.  A  hairline  crack  was  formed  around  the  contraction  joint  be¬ 
tween  the  main  structure  and  the  tunnel.  No  vertical  movement  was  observed  in  the  tunnel. 

(f)  Doors.  All  doors,  including  the  emergency-exit  hatch  cover,  were  in  operating  condi¬ 
tion  after  the  test. 

(g)  Ventilation.  The  overpressure  flap  valve  was  found  in  a  closed  position  after  the  test. 
The  mechanical  ventilation  worked  on  "Auf"  (open),  but  some  leakage  was  observed  in  the  "Zu” 
(closed)  position. 

3.2  INSTRUMENTATION  TEST  RESULTS 
3  2.1  U  S.  Pressure  Instrumentation 

The  peak  results  of  the  pressure  instrumentation  provided  by  the  FCDA  and  evaluated  by 
members  of  Project  30  5c,  are  shown  in  Tables  3  1  to  3.4  The  pressure-Mme  curves  for  the 
instrumentation  provided  in  the  structures  .ire  shown  in  Figs.  3  102  to  3  105 

The  results  of  the  peak  measurements  of  the  blast -line  pressure  instrumentation  located 
between  structure  RAa  and  2667  yd  from  GZ  are  tabulated  in  Tables  3.5  and  3.6  and  are  shown 
in  Fig.  1.4.  In  addition  to  the  tabulated  peak-pressure  data  as  md.'-ated  above,  the  pressure- 
distance  curves  for  peak  side -on  and  corrected  dynamic  pressures  that  resulted  aloi^c  the 
blast  line  are  given  in  Fig.  3.106.  The  pressure -time  curves  for  the  self- recordist  dynamic 
pressuie  gauges  located  at  500,  863  ,  981,  and  1135  yd  from  GZ  are  indl'-aled  u>.  Fig  3  107 
The  definitions  of  the  ordinate  symbols  for  Figs.  3. 105  and  3. 107  are  as  follows: 

Ap*'  total  head  pressure  as  measured 
ip'  side-on  pressure  as  measured 
q*'  dynamic  pressure  as  measured 
q*  dynamic  pressure  tcorrectevl 
M*  Mach  number 

Figure  3.108  indicates  the  pressure -time  curves  for  the  electronic  incident  air-pressure 
tWtancko)  gauges  that  were  located  at  280  .  300  ,  3  3  5.  and  392  yd  irom  GZ  and  the  sell -recording 
incident -pressure  gauges  at  380.  300.  and  392  yd  from  GZ  The  average  pressure  at  the  par¬ 
ticular  distance  fr>>m  GZ  Is  as  noted  on  the  curve  Pressure -time  curves  for  the  sell  -  recording 
incident -pressure  gauges  located  at  distances  >>{  500,  863,  981.  1135,  1292.  1385.  1440.  1893. 
2000.  and  2887  vd  from  GZ  are  given  in  Fig  3  109 

The  pressure  result*  obtained  from  the  ‘est  are  ttv>re  fully  defined  by  Project  30  5c,  re¬ 
port  WT  - 1538 

3  2  2  German  Pressure  Instrumentation 

The  results  -  f  the  pressure  measurements  -tsai-ned  from  the  five  German  gauges  located 
near  the  blast  line  are  viammartaed  ir.  Table  3  7  A  full  description  >-4  the  results  >**f  these  in- 
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•truirents  la  given  by  Project  30.5c  in  repori  WT-1536.  Figures  3.110  to  3.116  show  the  con¬ 
dition  of  these  gauges  after  recovery  from  iheir  field  locations. 

3.2.3  Structural  Response 

The  blast  results  of  the  structural -response  equipment,  as  given  in  Table  2.1,  are  as  indi¬ 
cated  in  Tables  3.8  to  3. 10.  No  reliable  data  were  obtained  from  the  deflection  gauges.  Owing 
to  the  small  magnitude  of  the  deflections,  the  gauges  themselves  produced  targe  errors.  Fig¬ 
ures  3.117  and  3.118  show  the  strain-time  and  acceleration-time  curves,  respectively,  for  the 
gauges  within  structures  RAb  and  CAa.  The  complete  results  of  the  deflection,  acceleration, 
and  SR -4  strain  gauges  are  given  by  Project  30. Sc,  report  WT-1536. 

3.2.4  Radiation  Instrumentation 

The  results  of  the  gamma  film  dosimeters  are  given  in  Figs.  3. 1 19  to  3. 121.  The  values 
of  the  radiation  dosages  as  given  in  these  figures  are  average  values  of  several  dosimeters 
located  near  the  indicated  values.  These  values  indicate  the  total  gamma- radiation  dosage  ac¬ 
cumulated  over  an  approximate  52-hr  period.  The  total  dose -distance  curve  for  the  gamma 
film  dosimeters  located  alorqf  the  blast  line  is  given  in  Fig.  3.122.  Table  3.11  indicates  the 
results  obtained  by  Project  39.1  from  gamma -radiation  chemical  dosimeters  placed  along  the 
blast  line. 

Three  of  the  four  sulfur  and  gold  detectors  placed  in  the  German  structures  (Fig  2. 13) 
gave  reliable  results.  In  structure  RAc.  detector  No.  170  gave  readtngs  of  3  362  *  10*  and 
2.317  101*  for  the  sulfur  and  gold-cadmium  difference,  respectively.  In  the  exit  chamber  of 

the  same  structure  detector  No.  171  gave  readings  of  1. 103  *  10*  and  7.421  «  10!\  Of  the  two 
detectors  placed  in  structure  CAb  only  No.  173  was  recovered.  The  readings  obtained  from 
this  detector  were  2.295  x  10*  and  7. 147  x  10".  All  readings  are  given  in  neutrons  per  square 
centimeter. 

The  results  are  fully  defined  by  Projects  39.1,  39.1a,  and  39.9  in  reports  WT-1500.  WT- 
1466,  and  WT- 1509  respectively 

3.3  GROUND  SHOCK  SPECTRA 

Peak -displacement  responses  to  shock  of  single-degree -of -freedom  systems  (reed 
gauges)  of  various  natural  frequencies  are  presented  in  Table  3.12  for  shots  Smoky,  Whitney. 
Galileo,  Charleston,  and  Stokes  As  this  table  indicates,  peak  displacement  of  reed  gauges  of 
known  frequencies  was  recorded  near  '.he  surface  in  the  free-fteld  and  in  a  shelter  (structure 
RAc). 

These  records  show  that  the  horUorMl  (  radial:  measurements  are  generally  less  than 
one-half  the  vertical  measurements  The  horuontai  displacements  recorded  in  the  shelter  are 
approximately  the  same  as  those  for  the  free-fteld  gauges  adjacent  to  the  structure.  However, 
the  vertical  displacements  >n  the  shelter  were  considerably  less  than  the  free -field  measure¬ 
ments.  indicating  attenuations  in  the  vertical  direction  i.t  all  rasrs  high  accelerations  are 
associated  with  high  frequencies,  and  high  displacements  are  associated  with  low  frequencies 

Figures  3. 123  and  3. 124  are  pints  of  vertical  (Fig  3 . 123  and  horitontal  (Fig.  3. 134)  dis  - 
placements  rs.  frequency  recorded  at  shots  Smoky.  Whitney  and  Galileo  for  near  surface 
free-field  values  and  values  recorded  inside  the  shelter  during  shot  Smoky  This  pits  indicates 
that  the  data  follow  a  consistent  pattern. 


3  4  ACCELERATION  TEST 

The  results  of  the  acceleration  test,  or  Erauiitr  experiment,  which  are  designed  to  in¬ 
vestigate  the  t  rang  mission  of  structural  acceleration  ■  ..  k  <t»,  indicated  that  acceleration 
was  reduced  by  a  factor  of  3 

The  peak  acceleration  and  deflection  values  a  J  tn  TafeU  3  ‘ :  Pgo.re  3  125  in¬ 

dicates  the  acceleration -time  and  displacement -time  •  -Gained  •;  t»u«  'ers 
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3.S  BIOLOGICAL  TEST  RESULTS 
3.5.1  Environmental  Test  erf  Mice 

(a)  Central.  The  mice  were  recovered  from  the  eeven  atructurea  two  days  after  the  teat. 

Upon  recovery  and  examination  ai  the  mice,  If  death  had  occurred,  the  body  and  apleen 

'Wighta  were  reoorded,  and  the  entire  organism  waa  fixed  In  buffered  formalin.  Average 
weight  a  of  the  surviving  animals  for  each  location  were  taken  dally  by  getting  the  total  weight 
for  each  group  and  dividing  by  the  number  In  the  group. 

(b)  Mortality.  The  Immediate  mortality  of  the  mice  waa  confined  to  structure  CAb.  All 
the  mice  were  found  dead  upon  recovery.  The  cause  of  death  waa  attributed  to  carbon  monoxide 
poisoning  produced  by  the  gasoline  generator  that  operated  the  air  sampler.  The  cause  of 
death  was  determined  by  a  pathologist. 

The  location,  number,  time  of  recovery  after  the  test,  and  time  of  death  of  the  mice  that 
died  between  their  recovery  and  30  days  after  the  test  are  given  In  Table  3. 14.  The  table  also 
includes  the  30  mice  of  structure  CAb. 

3.5.3  Oust -accumulation  Test 

(a)  General.  The  experimental  sticky -paper  trays  were  recovered  from  the  structures 
two  days  after  the  test.  Table  3.15  indicates  the  type  of  collector  and  the  times  of  exposure 
and  recovery. 

(b)  Paired  Sticky-paper  Collectors  (Type  B).  After  recovery  of  the  type  B  collectors,  the 
transparent  paper  was  stripped  from  the  trays.  At  this  time  they  were  inspected  and  photo¬ 
graphed. 

Inspection  and  photographing  of  the  samples  revealed  a  definite  variation  In  sise  and 
number  of  gross  particles  captured  during  the  test  In  relation  to  the  location  from  GZ  of  the 
various  structures  of  the  RA  type.  This  variation,  a  decrease  of  particle  sixe  and  number  as 
the  distance  of  the  structure  increased  from  GZ,  Is  indicated  in  the  expert  mental  collector  re¬ 
sults  shown  in  Figs.  3.136  to  3.139.  Figure  3.130  is  a  photograph  of  a  typical  laboratory  con¬ 
trol  collector  before  exposure  to  contamination. 

Inspection  of  the  trays  revealed  considerable  amounts  of  very  fine  dust  which  was  not 
evident  from  the  photographs  of  the  collectors  of  structures  RAb,  RAc.  and  RAd.  The  pres¬ 
ence  in  the  structutes  of  this  dust,  which  differed  from  the  preshot  contamination  of  the  shel¬ 
ters,  after  the  test  was  believed  to  be  attributed  to  the  fact  that  all  conventional  means  of 
entrance  remained  airtight  after  the  blast.  In  addition  to  the  above -described  source  of  the 
dust,  small  amounts  of  similar  fine  dust  were  found  in  the  ventilation  equipment  when  It  was 
removed  after  the  teat. 

The  sticky -papnr  tra/s  that  were  recovered  from  the  RC  structures  produced  minimum 
results.  The  variation,  as  dnrty  defined  in  the  RA  structure#,  was  not  hilly  evident  in  these 
structures.  The  photographic  reeui's  of  the  type  B  collectors  of  the  RC  structures  are  shown 
in  rigs.  3.131  to  3  133. 

In  the  CA  structures  the  variation  of  particle  sise  and  number,  similar  to  that  which  oc¬ 
curred  in  the  RA  structures,  clearly  defined  the  location  of  the  structures  from  GZ.  Even 
though  structure  CAb  was  vacuum  cleaned  before  the  teet,  whereas  structure  CAs  remained  in 
Its  preehot  condition,  more  hard  concrete  particle*  were  found  on  the  trays  of  the  latter  struc¬ 
ture  than  were  found  la  the  former  structure.  The  photographic  data  obtained  from  the  CA 
structures  are  shown  la  Figs.  3  1)4  and  3. 133. 

let  Stnfie  5f*ck\  -pmpf  tT vpr  O  emf  <T\p*  D*  l>ffec  fw»  ».  Ups*  recovery  of 

the  type  C  and  D  collectors,  the  tray  contents  were  illuminated  with  ultraviolet  tight  The  ex¬ 
posure  to  the  light  revealed  no  fluorescent  particles  The  trays  were  then  placed  over  a 
beaker  of  hot  glycerine  to  activate  the  Ueorrscert  dye  l‘pm  reexamination  of  the  trays  under 
an  ultraviolet  light,  small  fluorescent  particles  became  visible  to  the  naked  eye  These  parti¬ 
cles  varied  in  number  from  JO  to  VO  tor  the  varum*  structures  tested  The  ttrwrt'.res  farther 
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away  from  GZ  Indicated  more  fluorescent  particles  on  the  trays  than  those  structures  closer 
to  the  detonation.  It  has  been  theorized  that  this  phenomenon  may  have  resulted  trom  the 
thinner  thickness  of  the  members  and  earth  cover  of  the  structures  farther  away. 

(d)  Air-sampler  Collector  (Type  E).  Unfortunately  the  sampler  was  not  in  operation  dur¬ 
ing  the  test.  Prom  the  condition  of  the  structure  after  the  test,  it  appear*  that  the  air  supply 
for  the  gasoline  generator  was  insufficie'  •  Therefore  no  results  could  be  obtained  from  the 
test. 
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TABLE  3.1  — CARLSON  EARTH- PRESSURE 
GAUGE  MEASUREMENTS 


Structure 

Gaufe 

No. 

Peak  value, 
P«‘ 

Remarks 

RAb 

P-1 

167.0 

Good  record 

P-2 

214.0 

Good  record 

P-3 

Bad  record 

P-4 

14.0 

Good  record 

!>-S 

240.0 

Good  record 

CAa 

P-1 

133.0 

Good  record 

P-2 

242.0 

Poor  record 

P-3 

3*.0 

Go.  d  record 

P-» 

22.0 

Good  record 

RCe 

P-1 

12. « 

Good  record 

P-I 

16.  6 

Good  record 

P-3 

11.3 

Good  record 

P-4 

13.9 

Good  record 

P-5 

No  record 

TABLE  3.2— WtANCKO  AIR-PRESSURE  GAUGE 
MEASUREMENTS 


Structure 

Gauge 

No. 

Peak  value, 
pet 

Remark* 

KAN 

Pt-l 

1:5.0 

Good  record 

Poor  reci r  J 

Pl -3 

140  0 

Good  record 

rt-4 

)«3  0 

Coed  record 

CAa 

pt-i 

Gue»tloaabl«  record 

Pt-2 

*5.0 

P*»r  record 

Pt-3 

Queatloaakle  reco r  * 

RUa 

Pt-l 

12.4 

rTt-ord 

pt  : 

l^ue*tio*atde  record 

W  1 

15.0 

Good  record 

M-4 

10  4 

rroorti 

7t 


TABLE  3.3  -  ELECTRONIC  AND  SELF-RECORDING 
DYNAMIC  PRESSURE  GAUGE  MEASUREMENTS 


Structure 

Gauge 

No.* 

Peak  value, 
pal 

Remarks 

RAs 

5  (T) 

No  records:  gauge 

9  <s> 

none  30  ft  from  mount 

RAh 

Q(D) 

230  0 

Good  record 

Q(3) 

Poor  record 

RAc 

9  <T) 

Questionable  record 

9  <8) 

iai.3 

Poor  record 

RAd 

9  IT) 

79.0 

Questionable  record 

9(8) 

76.5 

Questionable  record 

RCs 

9(D) 

No  record 

Q(S) 

13.4 

Good  record 

RCb 

9(T) 

22.0 

Poor  records;  gauges 

9(s> 

17.1 

stopped 

RCc 

9  (T) 

8.1 

Poor  record 

9(8) 

7.8 

Poor  record 

•Q,  electronic  gauge;  9,  self-recording  gauge;  (T),  total  pres¬ 
sure  -  slde-on  plus  dynamic;  (S),  side-on;  (D),  dynamic. 


TABLE  3.4—  BRL  SELF-RECORDING  PRESSURE 
GAUGE  MEASUREMENTS 


Structure 

Gauge 

No. 

Peak  value, 
psi 

Remarks 

RAu 

P-1 

155.0 

Good  record 

P-2 

No  record 

P-3 

No  pressure 

P-4 

28.2 

Peak  pressure 

P-5 

96.0 

Good  record 

P-6 

195.0 

Good  record 

P-7 

190.0 

Good  record 

RAb 

P-1 

143.0 

Good  record 

P-2 

3.5 

Peak  pressure 

P-3 

2.15 

Good  record 

P-4 

12.6 

Good  record 

?-5 

68.0 

Good  record 

P-6 

250.6 

Good  record 

P-7 

245.0 

Good  record 

P-8 

110.0 

Good  record 

P-9 

150.0 

Good  record 

RAc 

P-1 

75.0 

Good  record 

P-2 

2.2 

Peak  pressure 

P-J 

1.7 

Good  record 

P-4 

14.3 

Good  record 

P-5 

38  5 

Good  record 

P-8 

150.0 

Good  record 

P-7 

110.0 

Good  record 

VLP-T 

0.2 

Peak  pressure 

RAd 

P-l 

50.0 

Oood  record 

P-4 

14.1 

Oood  record 

r-s 

32.0 

Good  record 

P  6 

112.0 

Good  record 

P-7 

70.0 

Oood  record 

90 


TAHLS  3.4—  (Continued) 


Structure 

Oeuge 

No. 

Peek  value, 
pal 

Remarka 

CAa 

P-l 

107.0 

Good  record 

P-2 

06.0 

Good  record 

P-3 

No  preseure  Inside 

P-4 

3.0 

Peak  pressure 

P-5 

62.0 

Good  record 

CAb 

P-l 

104.0 

Good  record 

P-2 

100.0 

Good  record 

P-3 

No  record 

P-4 

1.9 

Good  record 

P-5 

60.0 

Good  record 

VLP 

0.19 

Good  record 

RC» 

P-l 

17.0 

Good  record 

P-2 

0.87 

Questionable  record 

P-3 

No  record 

P-4 

0.44 

Questionable  record 

P-5 

21.5 

Good  record 

P-8 

17.5 

Good  record 

RCb 

P-l 

4.6 

Good  record 

P-2 

No  record 

P-3 

1.9 

Good  record 

P-4 

0.3 

Peak  pressure 

P-5 

20.0 

Good  record 

P-8 

10.5 

Good  record 

RCc 

P-l 

7.1 

Good  record 

P-3 

1.7 

Good  record 

P-5 

10.0 

Good  record 

P-6 

5.2 

Good  record 

TABLE  3.5—  BLAST-LINE  MEASUREMENTS  OF  PEAK  OVERPRESSURE 


Distance  from 
OZ,  yd 

Type  of 

gauge 

Peak 

pressure, 

psi 

Remarks 

280 

Self-recording 

175.0 

Poor  record 

Electronic 

165.0 

Good  record 

300 

Self-recording 

165.0 

Good  record 

Electronic 

145.0 

Good  record 

German 

166 

Peak  pressure 

336 

Self-recording 

116.0 

Peak  only 

Electronic 

110.0 

Good  record 

German 

101 

Peak  pressure 

392 

Self-recording 

81.0 

Good  record 

Electronic 

75.0 

Good  record 

German 

59 

Peak  pressure 

500 

Self-recording 

44.5 

Good  record 

590 

26.0 

From  pressure- 
distance  curve 

672 

Electronic 

18.2 

Peak  only 

German 

18.2.  22.7 

Peak  pressure 

810 

11.5 

From  pressure- 
distance  curve 

863 

Self-recording 

8.8 

Good  record 

German 

11.5,  14.2 

Peak  pressure 

981 

Self-recording 

10.4 

Good  record 

1135 

Self-recording 

6.4 

Good  record 

1292 

Self-recording 

7.2 

Good  record 

1385 

Self-recording 

6.3 

Good  record 

1440 

Self-recording 

7.2 

Good  record 

1893 

Self-recording 

4.9 

Good  record 

2000 

Self-recording 

4.6 

Good  record 

2667 

Self-recording 

2.8 

Good  record 

TABLE  3.6— BLAST-LINE  MEASUREMENTS 
OF  PEAK  DYNAMIC  PRESSURE 


Structure 

Distance  from 
GZ,  yd 

Max  dynamic 
pressure* 
(corrected), 

pBi 

RAa 

28C 

360,0 

RAb  and  CAa 

300 

320.0 

RAc  and  UAb 

335 

280.0 

RAd 

392 

230.0 

RCa 

590 

74.0 

RCb 

810 

28.0 

RCc 

1440 

1.5 

•Taken  from  Fig.  3.106. 
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TABLE  3.8 — SCRATCH -GAUGE  MEASUREMENTS 


Gauge  No. 

Member 

Angle  of 
gauge  to 
member 

Length 
of  scratch, 
in. 

Deflection 
of  member, 
in. 

B-l 

Roof 

49* 

0.07 

0.083 

B-2 

Floor 

49* 

0.10 

0.076 

B-3 

Wall 

69* 

0.08 

0,075 

B-4 

Door 

63* 

0.46* 

*  Includes  thickness  of  rubber  gasket. 


TABLE  3.9 

—  ACCELERATION  GAUGE  MEASUREMENTS 

Gauge 

Peak  value. 

Structure 

No. 

g* 

Remarks 

RAb 

A-l 

-14.5 

Good  record 

+8.5 

CAa 

A-l 

-11.5 

Good  record 

♦9.5 

RCa 

A-l 

+1.6 

Questionable  record 

*  Upward  direction  is  (+). 


TABLE  3.10— SR-4  STRAIN-GAUGE  MEASUREMENTS 


Structure 

Gauge 

No. 

Peak  values, 

(in. /in.)  x  io_,» 

Remarks 

RAh 

S-l 

♦0.33 

Good  record 

-0.04 

S-2 

-0.38 

Good  record 

S-3 

-0.80 

Good  record 

S-4 

♦  1.80 

Good  record 

-1.50 

CAa 

S-l 

-0.46 

Partial  record 

RCa 

S-l 

No  record 

S-2 

No  record 

S-3 

Questionable  record 

*  Positive  (♦)  •  tension;  negative  (-)  »  compression. 
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TABLE  3.11— BLAST-LINE  GOAL-POST  DATA 


Range,  yd 

Slant  range 
ID),  yd 

D* 

Do**.  r 

RD* 

400 

486 

Loat 

COO 

649 

Loat 

800 

841 

Loat 

1000 

1034 

Loat 

1200 

1229 

1.61  a  10* 

2870 

4.33  a  lo* 

1400 

1426 

2.03  a  10* 

2235 

4.54  a  io* 

1300 

1326 

2.33  a  10* 

1700 

3.96  a  10* 

1600 

1623 

2.63  a  10* 

1480 

3.89  a  10* 

1700 

1722 

2.97  a  10* 

1420 

4.22  a  10* 

1800 

1821 

3.32  a  10* 

1160 

3.82  a  10* 

1900 

1920 

3.69  a  10* 

1326 

4.89  a  10* 

2000 

2019 

4.08  a  10' 

1000 

i.O*  a  10* 

*  Not  plotted,  reiulti  contaminated  by  fallout,  recovery  D  ♦  3 
day  a. 


TABLE  3.12  — DISPLACEMENT  SHOCK  SPECTRUM 


f. 

cyclea/aec 

Radial  direction* 

D.  f. 

In.  cyclea/aec 

D. 

in. 

i, 

cyclet/tec 

Vertical  direction* 

»,  f. 

In.  cvclet/aec 

D. 

in. 

Shot  9tokea,  surface.  33- pel  overpressure 

Gauge  1 

Gauge  3 

Gauge  2 

Gauge  4 

2.56 

2.66 

0.199 

2.56 

0.710 

2  74 

0  .uiG 

8.82 

0.137 

8.87 

0.0260 

8.82 

0.569 

9  66 

0.440 

22.0 

0.0318 

22.2 

0.0248 

22  0 

0  101 

20  4 

0  165 

36.0 

0  0451 

36.5 

0  0093 

36  0 

0.0498 

32 .8 

0.0633 

90.0 

0.0231 

92.0 

0  0074 

90.0 

0.0385 

M.O 

0.056C 

134 

0  0056 

132 

0.0018 

131 

0.0128 

133 

0.0309 

184 

0.0121 

176 

0.0017 

179 

0  00** 

1*5 

0  015* 

228 

0.0027 

224 

0.0020 

209 

0.0030 

220 

0  0066 

269 

0.0065 

279 

268 

0.0027 

265 

0  0026 

339 

312 

303 

0.0033 

293 

0  0012 

Shot  Smoky,  inalde  shelter.  116-pel  overpressure 

Gauge  5 

Gauge  6 

2.72 

*  25 

2.54 

1.62 

9  37 

0  453 

8.72 

0  906 

23.3 

0  113 

I'.f 

0.336 

36.9 

0  0*31 

37  0 

0.0744 

95.0 

0  0183 

92.0 

0  0167 

13* 

0.0101 

13* 

0.0099 

1M 

0  00*9 

105 

0.0034 

23* 

0.00*1 

24* 

0.0031 

2*5 

0  0023 

2*0 

0  0039 

296 

0.0031 

363 

0.003* 

TABLE  3.11 — (Continued) 


1. 

cyclee/eee 

Radial  direction* 

D.  (.  D,  f, 

la.  cyclea/aec  in.  ejrclet/aec 

Vertical  direction* 

D.  f. 

In.  cyclea/tec 

D. 

In. 

Shot  Smoky,  aurface,  11 6- pel  overpressure 

Owp  1 

Gauge  7 

Gauge  9 

2.53 

1.95 

2.60 

5.45 

2.53 

4.53 

9.12 

0  399 

9.56 

1.52 

9.92 

1.46 

22.4 

0.199 

22.4 

0.643 

22.6 

0.525 

33.9 

0.131 

37.4 

0  254 

37.1 

0  205 

93.0 

0.0227 

91.0 

0.132 

93.0 

0  103 

107 

0.0149 

132 

0.0673 

137 

0.0450 

191 

0  0107 

197 

0  0221 

190 

0.0199 

203 

0.0042 

239 

0.0106 

236 

0.0122 

293 

0  0055 

290 

0  0112 

294 

0.0055 

357 

0.0027 

335 

0.0066 

329 

0.0066 

Shot  Ga.ileo,  surface,  130-pal  overpreaeure 

Gauge  11 

Gauge  10 

Gaugr  12 

2.35 

0.653 

2  49 

4.10 

2.47 

4.25 

9  *3 

0.3T7 

9.26 

0  946 

9.23 

1.22 

22.5 

0.164 

22.7 

J.J20 

21.0 

0.475 

36.5 

0.0433 

37  1 

0.314 

35.0 

0.290 

95.0 

0.0349 

94.0 

0.140 

94.0 

0  121 

139 

0  0194 

136 

0.0441 

136 

0.0267 

196 

0.0103 

197 

0.0446 

179 

0.0442 

237 

0  0032 

234 

0.0099 

129 

0  0161 

294 

0.0046 

272 

0.0139 

300 

0.0121 

317 

0  0029 

365 

0.0046 

3- 

0  0053 

Aot  Whitney,  curface,  146-pel  overpressure 

Gauge  4t 

Gauge  3t 

2.74 

1.60 

2  64 

3.10 

9  66 

0.260 

«.*? 

1.47 

30  4 

0.119 

23  2 

on* 

32.  S 

0  0*34 

36.5 

0.34* 

«(t  0 

0  01*7 

Mil 

0.141 

134 

con* 

132 

o.oet: 

1*5 

0  60*a 

17* 

0.04  02 

310 

0.0064 

jr 

0.0090 

249 

0  003* 

2W 

0  0132 

314 

0  0034 

330 

c  eo#c 
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TABLE  3.12 —  (Continued) 


f. 

cycles/eec 

RaJUl  direction* 

0.  f. 

In.  cyciaa/aac 

D. 

in. 

t. 

cyclaa/aac 

Vertical  direction* 

D.  f. 

in  cyclaa/aac 

D. 

in. 

Shot  Charlaaton.  aurfacat 

Gauge  9 

Gauge  9 

Gaupa  6 

Caupa  6 

(20-pai  overpreeeure) 

(16-pal  ovarpraaaura) 

(20-pal  ovarpraaaura) 

(16-pal  ovarpraaaura) 

1.11 

0.263 

2.99 

0.263 

2.94 

2.53 

0.728 

9.11 

0.111 

9.12 

0.0639 

6.72 

0.260 

8.62 

0.368 

22.1 

0  0900 

22.4 

0.0691 

21.9 

0.221 

22  6 

0.194 

36.9 

0.0404 

33  9 

37.0 

37.1 

0  0828 

•9.0 

0.0190 

93.0 

0.0096 

92.0 

0  0246 

93.0 

0  0204 

138 

0.0100 

107 

0.0090 

136 

0.0093 

137 

0.0048 

164 

0.0914 

161 

0.0023 

165 

0.0062 

180 

0.0025 

234 

0.0030 

203 

0.0020 

246 

0  0023 

236 

0.0015 

289 

0.0026 

293 

0.0019 

260 

0.0023 

294 

0  0015 

2M 

0.0020 

357 

0.0009 

363 

0.0007 

328 

0.0016 

Gauge  U 

Caupa  10 

Gaupa  12 

(19-pal  ovarpraaaura) 

(19-pai  ovarpraaaura) 

(12-pal  ovarpraaaura) 

2  33 

0.879 

2.46 

0.407 

2.47 

0.492 

8.63 

0.262 

9.26 

0.183 

8.23 

0.1*7 

22.5 

0.195 

22.7 

0.0726 

21.0 

0  207 

36.5 

0.0904 

37  l 

0  0231 

35.0 

0.0788 

85.0 

0.0246 

94.0 

94.0 

0  0193 

138 

0  0033 

136 

134 

0.0101 

186 

0.0020 

167 

178 

0.0053 

237 

0  0019 

234 

229 

0  0005 

2*4 

0  0011 

172 

300 

317 

0.0007 

369 

0.0009 

339 

0.0004 

*  f.  natural  frequency,  D,  peak  dtapUcemea* 

f  Caaiater  top*  »»r»  about  l*  la  tele*  (route  I*  *1  la  Hard  (round  Tan  after  (augea  belted  to 
concrete  peda  In  tte  hm  vicinity  wrr  knocked  lee**,  ate  tte  data  ware  lost 

{Tangential  Erection  tor  gauge  T  1 20- pel  overpressure)  (netgnlflcant  displacement. 
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TABLE  3.13 —  ENSOLTTE  EXPERIMENT  DATA  (STRUCTURE  RAc) 


Location 

ol  (sue* 

Direction 

of 

measurement 

Measurement 

Gauge 

No. 

Maximum  value* 

Boot  (3-ln  Ensollts) 

Vertical 

Acceleration 

A  1 

*3  It 
-2  1  | 

Boot  (coocrets  floor) 

Vertical 

Acceleration 

A-2 

•1.1 1 
-2.2  g 

Boot  dVj-ln.  Ensollts) 

Vertical 

Acceleration 

A-3 

♦  3.7  g 
-1  »• 

Concrete  Floor 

Vertical 

Acceleration 

A-t 

-«.6f 

N.t| 

Concrete  Floor 

Hortiontal 

Accels  ration 

A-S 

♦2.1  f 
-»  »« 

Boot  (lV|-tn.  Ensollts) 

Vertical 

Deflection 

D-l 

-15  In. 

♦n.65  In. 

•  Horizontal  positive  (♦)  acceleration- movement  of  floor  slab  toward  CZ  Vertical 
positive  (♦)  acceleration- move  meat  of  floor  slab  upward 


TABLE  3. H  — MORTALITY  RESULTS  OF  BIOLOGICAL  TEST 


Structure 

Time  of  recovery, 
days  after  the  test 

Number  sad  time  of  dsadl 

HA* 

-* 

1  on  1  day  after  recovery, 

1  on  U  *vs  after  recovery 

RAc 

2 

None 

RAd 

2 

None 

CAb 

2 

20  before  recovery 

RCs 

2 

None 

RCb 

2 

Hoar 

RCc 

2 

Hoot 

M 
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TABLE  3  15 —  EXPOSURE  AND  RECOVERY  OF  DUST  COLLECTORS' 


Rrarter* 

Dust 

collector 

Day  of 

final  p  raps  ration 
of  structure 

Day  exposed  or  r* covered 

Control  collectors  Experimental  collectors 

Exposed  Recovered  Exposed  Recovered 

RAa 

B 

D-l 

D- 14 

D-13 

D-3 

D»2 

C 

D-3 

D*2 

D 

D-3 

D»2 

RAb 

B 

D-l 

D-U 

D-  IS 

D-3 

D*2 

RAc 

B 

D-l 

D- 14 

D-13 

D-l 

D»2 

B 

D-3 

D-l 

RAd 

B 

D-l 

D-lt 

D-13 

D-3 

D*2 

C 

D-3 

D*2 

D 

D-3 

D*2 

CAa 

B 

D-l 

D-U 

D-13 

D-3 

D*2 

CAb 

B 

D-l 

D-U 

D-13 

D-l 

D*2 

C 

D-l 

D*2 

D 

D-l 

D»2 

E 

D-l 

D*12 

RCa 

B 

D-l 

D-U 

D-13 

D-l 

D»2 

B 

D-3 

D-l 

RCb 

B 

0-1 

D-U 

D-13 

D-l 

D»2 

C 

D-l 

D-»2 

D 

D-l 

D*2 

RCV 

B 

D-l 

D-U 

D-13 

D  1 

0*2 

B 

D-3 

D-l 

*  D  .  days  bafor*  Mat;  D  *.  days  altar  last. 
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Fig.  3.4 — Floor  slab  of  main  chamber  looking  toward  the  main  entrance  (structure  RAa). 


F'g.  3.3  —  Floor  slab  of  mam  ckr.mber  looking  toward  the  emergency  exit  (structure  RAa). 
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Fig.  3.12 — Details  of  separations  between  ramp  slab  and  interior  and  exterior  walls  facing 
toward  G2  (structure  RAa). 


rig.  1.1  f  —  Blast  damage  to  ramp  walls  of  entrance  facing  CZ  (structure  RAa). 
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.'*.35  —  Entrance  crack  pattern  (mucturc  RAc). 
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Fig.  1.44  —  Bottom  of  emergency -exit  shaft  (structure  RArV  Note  debris  end  sandbags  in 
shaft. 


Fig.  1.44 —Creeks  :n  revt  i tab  over  land>»g.  looking  sen  foorn  C«  (structwv  KA»  J. 
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Fig.  H.40 — Looking  up  entrance  toward  GZ,  after  cleaning 
(structure  RAc). 
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.ntrance  crack  pattern  (structure 


pattern  (structure  CAa). 


Fig.  3  .61— Over-all  view  of  chipped-out  section  with  associated  crack  pattern  (section  CAa). 


Fig.  1.62  Detail  of  end  of  chipped-out  section  facing  toward  the  emergency  exit  (structure 
CAa). 
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Fi,.  3.67  —  Emergency-exit  «haft  from  chamber  between  imall  blait  and  gajtight  door* 
(stfucture  CAa). 


F't  ‘ . '  ' —  f  mergeacii  -ent  (haft  {ttiwetwr*  CAa}.  Note  best  climtag  nangt  ami  (teaighteaed 
Juag*  »trap 


IM 


—  vt  cm  M»*m  *>-*X  4cV**  IrtCKUftijr*  CA*> 
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Fig.  3  .71 — Looking  up  stairs  facing  away  from  GZ  (structure  CAa).  Note  crack  rui  ning  up 
stairs  and  separation  of  construction  joint. 


Fig.  .3.72 — Above-ground  portion  of  main  entrance  and  emergency-exit  shaft  (structure  CAa). 
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Fig.  3  .76— -Side  of  main  chamber  facing  toward  GZ  (structure  CAb).  Note  cracks  by  survey 
point  X-4  and  horizontal  cold  joint. 
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Fig.  1.77  —  Side  of  chamber  facing  away  from  CZ  (structure  CAb).  Note  survey  point  X-S, 
cracks,  and  horuonul  cold  joint. 
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Fig.  3.78 — Looking  into  emergency-exit  shaft  from  chamber  between  smail  blast  and  gastight 
doors  (structure  CAb).  Note  climbing  rungs  deformed  by  blown-in  match  cover. 


Fig.  3. '?— •  Emergency-exit  thaft  (structure  CAb).  Note  bent  climbing  rungs  and  straightened 
htnge  streps 
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WALL  DCFLECTEO  INTO  BACKFILL 


TW  Oi 


p«n«m  (ftructure  RCb). 


Fig.  3.99 —  Roof-tlab  citck  pattern  (structure  RCc). 


'*«  i  1«  —  enrk  pattern  Utwrttw  RCc1. 


r**.  3  •  101  —  Eatxsncc  crack  pattern  (structure  RCc). 
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Fig.  3.HH— (Continued) 
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Fig  3.119  Approximate  total  gamma  dosages  during  first  52  hr  after  detonation  (structure  RA). 
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.  '1.  l‘J9 — S ticK > -paper  Just  collector,  type  B  (structure  RAe). 
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Fig.  3.132  —  Sticky-p»pe.-  dust  collector,  type  B  (structure  RCb). 
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3.134 — Sticky-ptper  dust  collector,  type  B  (structure  CAe). 
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Chapter  4 
SUMMARY 


4.1  GROUND  AND  STRUCTURE  DISPLACEMENTS 

The  shock  spectra  data  (Sec.  3.3)  indicate  substantial  transient  vertical  and  horizontal 
motions  of  both  the  free -field  ground  and  the  shelters.  It  is  reasonable  to  assume  that  a  part 
of  these  are  permanent.  This  is  substantiated  by  visual  observations  which  indicated  some 
differential  movement  between  the  main  body  and  emergency  exit  of  the  structures  tested. 
Comparison  of  preshot  and  postshot  field  location  survey  data  has  not  been  made  since  reli¬ 
able  postshot  surveys  have  not  been  available  up  to  the  time  of  writing  this  report. 

Review  of  the  ground-shock  spectra  data  indicates  that  the  accelerations  wuhin  structure 
RAc  were  about  one-third  to  one-half  the  free-field  values  in  both  the  radial  and  vertical  di¬ 
rections. 

4.2  EXTERNAL  PRESSURE 

As  indicated  by  Fig.  1.4,  the  actual  Incident  overpi  assure  present  at  each  of  the  seven 
pressure  ranges  where  the  structures  were  placed  was  lower  than  predicted.  The  highest  peak 
pressures  to  which  the  RA,  CA,  and  RC  structures  were  exposed  were  approximately  28,  17, 
and  77  per  cent  higher,  respectively,  than  the  assumed  design  values. 

4.3  INTERNAL  PRESSURE 

The  overpressure  in  the  interior  of  a  structure  is  a  function  of  the  external  pressure  and 
duration,  the  interior  volume  of  the  structure,  fhe  size  and  configuration  of  the  openings  lead¬ 
ing  to  the  interior,  and  the  type  of  blast  closure  employed.  The  ventilation  systems  as  tested 
were  just  as  they  would  be  under  actual  blast  conditions.  That  is,  the  natural  ventilation  was 
sealed,  and  the  emergency  ventilation,  with  sand  filter,  was  open  to  the  atmosphere  and  to  the 
inside  of  the  main  chamber.  The  maximum  overpressure  recorded  in  the  ventilation  shaft  of 
structure  RAc  was  14.3  psi,  whereas  the  maximum  overpressure  in  the  combination  ventila¬ 
tion  shaft  and  emergency  exit  of  structure  CAb  was  60.0  psi.  Results  of  the  VLP  gauges  placed 
in  the  main  chambers  of  these  two  structures  indicate  that  the  maximum  overpressure  due  to 
total  leakage  of  the  sand  filter  and  overpressure  flap  valve  was  approximately  0.2  psi.  All 
other  gauges  In  the  main  body  oi  the  structures  failed  to  produce  a  record.  Gauges  in  the  ante- 
vnambers  recorded  maximum  overpressure  of  3.5  in  structure  RAb,  2.2  psi  in  RAc,  and  0.87 
psi  in  RCa. 

4.4  STRUCTURAL  DAMAGE 

Very  slight  damage  was  sustained  bv  the  test  structures  in  the  shelter  areas.  Cracking 
was  observed  in  all  structures,  but  major  damage  occurred  only  to  those  portions  exposed  to 
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the  shock  wave,  such  as  the  entrances  and  the  type  RA  and  CA  emergency -exit  covers.  A  de¬ 
tailed  description  of  the  structural  damage  due  to  blast  Is  given  in  Sec.  3.1. 

A  postshot  dynamic  analysis  of  the  roof  slab  of  shelter  RAa  is  included  as  Appendi*  C  of 
this  report.  This  analysis  utilizes  current  ultimate-strength  theory  and  was  performed  using 
the  material  strengths  as  determined  from  test  results,  the  reinforcement  placement  and 
structure  dimensions  as  obtained  from  the  as-built  drawings,  and  the  recorded  incident  pres¬ 
sure  at  the  location  of  the  structure  as  the  loading.  The  analysis  indicates  that  only  minor 
cracking  was  expected  and  agrees  with  the  actual  postshot  condition. 

4.5  RADIATION 

The  West  German  Government  assumed  that  the  permissible  leve'  of  the  initial  radiation 
within  the  structures  placed  at  their  design  overpressure  levels  (structures  RAc,  CAb,  and 
RCb)  was  to  be  25  rem.  No  readings  of  the  initial  radiation  were  obtained  as  separate  values, 
but  Figs.  3.119  to  3.121  indicate  the  values  for  the  total  ;jmma  dosage  during  the  first  52  hr 
after  the  detonation  at  various  points  within  all  nine  test  structures.  Structure  RAc  had  radia¬ 
tion  dosages  equal  to  145  r  at  the  front  wall  (exposed  to  the  exterior),  4 7  r  by  the  interior 
corner  of  the  antechamber,  and  22  r  at  the  center  of  the  main  chamber.  Structure  CAb  had  in¬ 
terior  dosage  values  varying  from  9  to  29  r.  except  directly  b.hind  the  gastight  door,  where 
the  dosage  was  140  r.  The  interior  dosages  in  structure  RCb  varied  from  a  minimum  of  36  r 
at  the  rear  corner  to  a  maximum  of  382  r  directly  inside  the  main  blast  door. 

The  total  gamma  dosages  on  the  blast  line  at  various  distances  from  GZ  can  be  obtained 
from  Fig.  3.122.  The  dosages  indicated  by  this  figure  are  greater  than  those  presented  in 
either  "Effects  of  Atomic  Weapons"  or  “Effects  of  Nuclear  Weapons.” 

4.6  THERMAL  EFFECTS 

No  residual  thermal  effects  were  apparent  from  visual  observation.  Instn  mentation  was 
not  provided  for  obtaining  thermal  measurements 

4.7  DEBRIS  AND  DUST 

The  postshot  photographs  that  were  taken  before  the  cntranceways  were  cleaned  indicate 
that  deposited  debris  was  comparatively  light.  The  dust  layer  varied  in  thickness  from  ap¬ 
proximately  V4  in.  to  a  maximum  of  2  in.  at  the  higher  pressure  levels  in  places  where  drifting 
occurred.  Some  rubble  was  also  present.  Interior  dust  was  not  visibly  discernible.  From  the 
results  of  Project  33.5,  it  has  been  suggested  that  dust,  as  it  occurred  in  the  structures  stud¬ 
ied,  would  not  have  been  an  immediate  hazard  to  personnel. 

Owing  to  the  natural  surface  of  the  test  area,  it  was  difficult  to  ascertain  the  extent  of  the 
debris  on  the  ground  surface.  Ail  vertical  or  Inclined  surfaces  facing  GZ  (ventilation  projec¬ 
tions,  stairs,  walls,  etc.)  were  scoured  by  sand  and  debris  carried  by  the  blast  wave.  From 
other  construction  in  the  area,  It  was  evident  that  above-ground  projection#  that  were  broken 
off  were  deposited  from  5  to  100  yd  away  from  their  original  positions. 

4.8  LIMITATIONS  IN  APPLICATION  OF  TEST  RESULTS 

Although  the  magnitude  of  the  effects  (overpressure  vs.  time,  and  thermal  and  nuclear 
radiation)  is  different  for  small  nuclear  weapons  than  for  the  targe  thermonuclear  weapons 
now  availabU  and  the  physical  environment  at  the  Nevada  Test  Site  is  not  typical  of  most 
pofwUted  areas,  the  data  obtained  from  these  weapons  teste  are  very  useful  in  estimating  re¬ 
sponse  and  evaluating  the  parameters  used  In  design.  For  this  reason  the  records  of  blast 
overpressure,  ground-shock  motions,  radiation,  and  other  weapons  effects  are  of  prime  im¬ 
portance.  However,  the  results  cannot  be  used  directly  for  proof -test  purposes  excont  In 
special  cases 
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CONSTRUCTION 

A.  1  GENERAL 

All  work  vu  done  under  contract  to  the  U.  S.  Atomic  Energy  Commission.  The  contractor 
for  the  construction  of  the  nine  reinforced -concrete  r  belters  was  the  Sierra  Construction 
Company  of  Las  Vegas,  Nev.  Reynolds  Electric  and  Engineering  Company  supplied  the  con¬ 
crete  aggregate  and  miscellaneous  work  required  to  make  the  structures  ready  for  the  test. 
Holmes  &  Narver,  Inc.,  provided  over-all  supervision  and  coordination  as  field  representa¬ 
tives  of  the  USAEC. 

The  FCDA  and  the  West  German  Government  were  continuously  represented  at  the  site  by 
an  Ammann  t  Whitney  field  representative,  who  provided  inspection  and  advisory  service  for 
the  construction  groups.  This  service  was  supplemented  by  visits  to  the  site  at  critical  times 
by  the  Project  Officer. 

Construction,  in  general,  was  geared  to  a  very  rapid  time  schedule.  This  schedule  was 
closely  adhered  to  despite  the  many  difficulties  that  were  experienced.  The  schedule  called  for 
a  maximum  of  75  calendar  days,  and  work  was  schetfcxled  to  start  on  Apr.  6,  1957.  Excavation 
was  started  on  Apr.  8,  1957,  and  the  backfilling  was  scheduled  to  be  completed  on  June  20,  1957. 
The  schedule,  as  indicated  above,  could  not  be  completely  adhered  to  because  of  problems  that 
developed  during  the  construction.  These  problems  will  be  more  fully  defined  in  Secs.  A.4.1  to 
A.4.7. 

Figures  A.1  to  A. 21  are  photographs  of  the  three  basic  shelter  types  at  various  stages  of 
construction;  the  progress  made  on  these  rather  complicated  test  structures  is  indicated  by 
their  dates  of  construction. 

Deviations  from  the  drawings  and  specifications  are  recorded  in  figs.  &  1.1  to  B.4.2,  is- 
txiilt  drawings.  Tables  A.l  to  A  3  indicate  the  schedule  adhered  to  during  the  construction  phase 
of  the  operation. 


A.  2  MATERIALS 
A,  2.1  Concrete 

Concrete  was  mixed  at  a  central  mixing  plant  operated  by  the  Reynolds  Electric  and  En¬ 
gineering  Company.  The  plant  was  a  permanent  batcher  type  installation  and  was  located  ap¬ 
proximately  15  mites  from  the  Structures.  The  concrete  was  trucked  to  the  structures  by  con¬ 
ventional  transit -mix  trucks.  During  the  batching,  the  mixing  water,  as  predetermined  by  the 
concrete-mix  design,  was  added  to  the  dry  mix,  and  the  concrete  was  mixed  during  transporta¬ 
tion  The  concrete  was  placed  by  the  use  of  one  or  more  of  »he  three  loilowirg  methods:  H>  by 
dumping  into  a  %  or  V,  C  Y.  bucket  xnd  placing;  by  crane,  (21  by  dumping  into  (remits  for  wall 
fx-tur*.  and  (3)  by  ptacu^  directly  with  the  use  of  concrete  chute*.  Hunt's  paraffin-base  curing 
compound  was  used  to  cure  the  cone  rote. 
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In  gensral,  a  total  of  133  atandard  6-  by  12  -in.  cylinders  was  taken  from  the  structures 
(or  7-,  28-,  and  60 -day  tests;  nine  of  the ae  were  lost  during  their  shipment  to  the  laboratory. 
Also,  a  total  of  twenty-seven  7r/,-ln.  concrete  cubes  and  fifty -two  concrete  test  beams  were 
tested.  Two  beams  were  ruptured  during  transit.  The  cube.)  were  tested  at  7  and  28  days,  and 
concrete  beams  were  tested  at  28  and  60  days.  In  addition  to  the  specimens  tested,  Schmidt 
concrete -hammer  tests  were  used  to  check  the  uniformity  of  the  concrete  and  to  determine  the 
correlation  between  the  rebound  values  and  the  ultimate  concrete  strength  of  the  structures. 

The  results  of  the  concrete  strength  tests,  as  recorded  for  the  concrete  cylinders,  beams, 
and  cubes,  are  contained  in  Tables  A.4  to  A.6.  Average  results  are  summarized  in  Table  A. 7. 
The  hammer-test  results  are  given  in  Table  A.8.  Table  A.0  glvea  the  typical  concrete-mix  de- 
aign  used  during  construction. 

A. 2. 2  Concrete  Components 

(a)  Cement.  Type  U  Portland  cement  was  used  for  the  construction  of  the  nine  cast-in- 
place  structures.  Batching  wan  by  bulk. 

(b)  Coarse  Aggregate.  The  coarse  aggregate,  l’/j-in.  graded  aggregate,  was  stockpiled  at 
the  batching  plant.  Owing  to  the  handling  procedure  and  transportation  methods  from  the 
crusher,  which  were  products  of  site  conditions  and  the  limited  amount  of  time  for  construc¬ 
tion,  segregation  of  the  aggregate  was  evident  in  the  stockpile  and  botched  concrete.  Some 
aggregate  was  observed  to  have  a  maximum  dimension  ranging  to  2 V2  in. 

(c)  fine  Aggregate.  The  fine  aggregate  had  additional  wind-blown  fines,  not  inci'cated  in 
Table  A.9,  primarily  because  of  the  conditions  at  the  site. 

A. 2. 3  Concrete  Forms 

Wall  and  roof-slab  forms  for  the  seven  rectangular  structures  consisted  of  %•  *nd  J/,-in. 
plywood  panels.  Some  of  this  material  had  been  used  several  times  before  being  used  on  the 
German  test  structures  and  waa  then  used  as  many  as  three  times  during  construction  of  the 
test  structures.  The  prefabricated  interior  and  exterior  formwork  for  the  two  circular  struc¬ 
tures  was  built  from  1-  by  6-in.  planking.  Stock  for  the  studs  was  2  by  4  in. 

A. 2.4  Reinforcing  Steel 

Reinforcing  steel  used  in  the  nine  test  structures  consisted  of  German-manufactured 
smooth  round  bais,  as  outlined  in  the  specifications  given  in  Sec  1.4.  and  United  States  smooth 
round  mild  A  7  steel.  The  fabrl-iUon  of  the  steel  was  subcontracted  by  Sierra  Construction 
Company  to  Fontana  Steel  Con\.  .-.y.  All  reinforcing  steel  was  cut  and  bent  at  the  site.  The 
field  fabrication  shop  eras  located  near  the  concrete  mixing  plant,  approximately  15  miles  from 
the  construction  site.  Fiat-bed  trick*  hauled  the  fabricated  reinforcement  from  the  bending 
bench  to  the  construction  site.  Although  the  bending  operation  was  gene  rally  adequate,  there 
are  deficiencies  between  the  actual  const  rue  l  to*.  and  the  original  contract  plans.  None  of  these 
appear  to  have  been  critical  in  terms  of  the  test  results. 

All  deviations  worn  the  construction  drawings  of  the  fabrication  aid  or  plmrement  of  the 
steel  are  shown  in  Figs.  ti.1.1  to  B.-t  2.  Appendix  i). 

The  yield  and  ultimate  stresses  and  U."  percentage  of  elorgatior.  of  l-tn.  test  s;tecifnens 
the  German  and  U.  S.  reinforcement  used  Ir  c-eistructloe  and  tested  by  Smith  kmery  Com¬ 
pany  of  L-o*  Angeles,  Calif.,  are  given  in  Table  A.  10. 

A.2  5  Structural  Steel 

The  structural -steel  components  of  the  nine  shelters  consisted  of  6cm>r»,  door  frames, 
ventilation  equipment,  and  miscellaneous  accessories  Ail  structural -steel  items  required  '«r 
the  construction  were  manufactured  for.  and  supplied  by,  the  West  German  Government.  No 
damage  in  shipment  from  Germany  was  incurred  by  ao^  of  the  structural -steel  equipment. 

Some  equipment  was  damaged  alter  installation,  this  is  described  further  tn  Secs.  A. 4. 5  and 
A. 4. 6.  All  items  were  repaired  before  the  test. 
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A. 3  SOIL  TESTS  AND  DESCRIPTION 


The  subsoil,  upon  visual  Investigation,  was  found  to  be  a  heterogeneous  mixture  ol  various 
sizes  of  »r->1  and  gravel  particles  with  Interstitial  clay  and  sill:  It  may  be  loosely  described  as 
a  calcinated  conglomerate.  The  formatter  contained  a  cementing  urer'.  apparently  of  ralcium 
carbonate  origin.  The  agent,  In  conjunction  with  the  clay  particles,  produced  a  state  of  high 
consolidation.  The  soil  condition  described  above  was  below  1  to  lV;  ft  of  typical  degert  tup 
soil.  The  depth  of  the  calcium  carbonate  mixture  was  of  indefinite  vertical  extent. 

Cross  sections  of  the  excavation  were  taker  at  all  (he  structures  to  determine  the  dimen¬ 
sion,  shape,  and  peculiar  it  ms  of  cut;  these  are  shown  in  Pigs.  A. 23  and  A. 23. 

in -place  density  tests  were  performed  on  pre-  and  post  constructional  soli  conditions  that 
existed  at  the  structures  to  evaluate  the  compaction  achieved  by  Ihe  backfilling  mrtW. 

The  results  of  the  tests  arc  indicated  in  Table  All. 

A 4  CONST  RUG « ION  OF  THE  STRUCTURES  THROUGH  THEIR  COMPONENT  ITEMS 
A  4.1  General 

Ttu  following  sections  will  deal  essentially  with  the  procedures  used  in  construction  of  the 
component  Hems  of  the  structures  and  the  conditions  that  existed  at  the  completion  of  the  con¬ 
struction  phase  uf  the  operation.  Also  Included  In  this  section  are  all  deviations  from  the  draw- 
ir'S  and  specifications  and  any  additions  that  were  deemed  necessary  to  complete  the  struc¬ 
tures  in  a  satisfactory  manner. 

A4.2  Excavation 

The  predominant  characteristic  of  the  soil,  with  regard  to  the  cxcavattun,  was  its  r«atur»l 
cementation.  This  clear acteristic  made  it  virtually  impossible  to  excavate  using  conventional 
bark-hoeing  equipment,  and  all  existing  soil  had  to  be  loosened  by  calerptllar-proi>ellc  .....  -era 
or  explustve  charges  before  removal  by  a  caterpillar -drawn  scraper.  Figs.  A. 24  and  ATS.  Ex¬ 
cavation  Was  carried  down  from  3  to  6  in.  below  the  elevation  of  the  bottom  of  the  lean  base 
slab  for  all  structures  except  RAb,  which  was  inadvertently  excavated  l1.  ft  below  the  re¬ 
quired  grade.  Required  grade  was  obtained  by  backfilling,  leveling,  and  compacting  with  the 
construction  equipment.  AU  arh‘:uonat  excavation  for  ihe  bottom  of  the  seveu  emergency  ex  t 
shafts  was  by  hand. 

A  4. 3  Fluor  Slabs 

i'he  forms  tor  the  lean  concrete  working  base  and  floor  slabs  of  the  nine  German  cast -in- 
place  remforeed-c  wwretc  unde  rg  round  lest  structures  were  built  as  a  single  unit  b>  the  >ut-tn- 
out  dimension#  tiven  ,  the  contract  drswitg#.  Nu  preparation  of  She  -  atural  ground  under  the 
lean  base  took  place.  That  is,  kfafl  paper  was  n><  spread  over  the  g'”*t.i  surface  nor  *a*  this 
surface  tnoiaiened  prior  to  peering  of  cosn-cfetc.  Reinforcing  steel  was  then  placed  within  the 
existing  formwork  directly  over  this  lean  concrete  subbase  stab  P'm-fcte  Mocks  >f  the  re¬ 
quired  thickness  were  use-!  to  support  the  bottom  laver  of  steel. 

Rec-cuse  of  the  culture  -vf  the  reinforcement  in  the  three  Afferent  types  f  structures,  a: 
special  chairs  were  required  to  sujqxirt  the  top  mats  The  rectangular  type  A  and  C  structure 
floor  slabs  have  a  s-cstem  of  truss  bars  supported  w  small  concrete  hi  ck#  at  the  negative  re¬ 
gion  of  the  steel  These  s^p^rted  truss  bars  in  the  positive  region  of  toe  steel,  t°=wcth*r  with 
stirrups  spared  at  1  ft  t  m.  on  center,  were  sofTicietd  to  support  the  top  mat  retro  ferment  in 
its  required  pwjtisw  tr.  the  circular  tTpe  A  structures,  the  intricate  pattern  uf  reinforcement 
inchadirg  ties  ..leiated  the  placement  of  ‘he  t-:p  mat  steel.  The  entire  sequence  of  the  place¬ 
ment  of  reinforcement  1  r  the  walls  and  r=>f  slab  of  the  rectangular  type  A  amt  f  structure#, 
as  welt  as  the  barrel  and  -■>•*«  reinforcement  far  the  circular  type  A.  is  dictated  by  the  pas¬ 
tern  of  retnf  itrcTscct  fou-sd  :r,  the  fl  sor  slab. 
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Immediately  prior  to  the  pouring  of  the  floor  slabs  of  all  the  structures,  the  lean  concrete 
working  base  was  moistened  to  provent  excess  absorption  of  moisture  from  the  floor-slab  con¬ 
crete. 

For  the  rectangular  type  A  structure,  the  first  pour  consisted  of  the  floor  slabs  of  the  land¬ 
ing,  antechamber,  main  chamber,  ventilation  shaft,  exit  chamber,  and  4-ft  7-in.  section  of  the 
emergency-exit  tunnel.  The  rectangular  type  C  structures  had  the  floor  slabs  of  the  antecham¬ 
ber,  main  chamber,  exit  chamtx  ventilation  chamber,  and  a  5-ft,3-ln.  section  of  the  emer¬ 
gency-exit  tunnel  poured  together.  In  the  circular  type  A  shelters,  the  floor  slab  from  the 
emergency -exit  end  of  the  structure  to  the  contraction  joint  -y  the  fifth  tread  was  poured 
initially. 

Placement  of  reinforcement  for  all  structures  of  the  three  different  types  was  tedious  and 
in  many  ways  did  not  conform  to  U.  S.  standards. 

Some  deviations  from  the  contract  drawings  therefore  occurred,  and  these  deviations  can 
be  found  on  Figs.  B.1.1  to  B.4.2. 

A.  4. 4  Walls  and  Roof  Slabs 

As  per  the  specific  request  of  the  German  representative,  the  walls  and  roof  slabs  of  the 
two  types  vl  rectangular  shelters  were  poured  monolithically.  The  cylinder,  interior  walls, 
emergency-exit  shaft,  and  entrance  to  the  contraction  joint  at  the  fifth  tread  of  the  circular 
shelters  were  poured  as  a  unit. 

In  the  rectangular  type  A  shelters,  the  landing  retaining  wall,  roof  slab  over  the  landing, 
the  ventilation  shaft,  all  interior  walls,  all  exterior  walls,  and  the  roof  slab  up  to  the  contrac¬ 
tion  joint  between  the  structure  and  emergency-exit  tunnel  were  poured  as  a  single  unit.  Simi¬ 
larly,  for  the  rectangular  type  C  shelters,  all  interior  walls,  the  front  exterior  wall,  all  exte¬ 
rior  walls,  and  the  roof  slab  for  that  portion  of  the  structure  from  the  contraction  joint  between 
the  landing  floor  slab  and  front  wall  of  the  structure  and  the  contraction  joint  by  the  emergency- 
exit  tunnel  were  poured  together.  Rubber-tire  tremies  were  used  for  pouring  the  lower  portions 
of  all  walls  for  both  types  of  rectangular  shelters;  concrete -chute  placement  was  employed  for 
accec  aible  surfaces.  Crane  and  bucket  placement  wss  U3ed  as  required  on  all  pouring  opera¬ 
tions. 

The  circular  type  A  shelter  had  an  entirely  different  type  formwork  and  pouring  arrange  * 
ment  than  the  rectangular  structures.  As  previously  stated,  the  .nterior  and  exterior  cylinder 
forms  were  built  using  1-  by  6-in.  planking.  All  exterior  forms  of  the  cylinder  wore  carried  up 
approximately  20  deg.  past  the  horizontal  diameter.  Windows  for  pouring  the  lower  half  of  the 
cylinder  were  cut  in  the  exterior  formwork  on  approximately  3- ft  centers.  The  concrete  wao 
tunneled  through  these  windows  and  was  vibrated  in  place. 

Some  difficulty  was  experienced  in  pouring  shelter  CAb  owing  to  the  stiffness  of  the  con¬ 
crete  mix.  The  mix  used  was  the  same  as  that  used  for  the  rectangular  type  shelters.  The  con¬ 
crete  had  approximately  a  4-in.  slump.  It  was  found  that  with  the  equipment  and  facilities  avail¬ 
able  the  pouring  operation  was  too  slow  using  this  slump.  This  cifficulty  was  alleviated  when 
pouring  CAa  by  revising  the  concrete  mix  to  allow  a  8-in.  slump.  The  cement  content  was  in¬ 
creased  by  an  amount  sufficient  to  increase  the  strength  by  500  pel.  Then,  to  obtain  a  wore 
fluid  mix  and  also  to  bring  the  concrete  strength  below  the  maximum  allowed  by  the  German 
specifications,  the  proportions  of  the  coarse  and  fine  aggregate  and  the  water-cement  ratio, 
were  manipulated  to  give  a  6-in.  slump.  No  difficulty  was  experienced  in  pouring  the  second 
circular  shelter  with  the  revised  mix. 

The  second  pour  of  the  circular  type  shelter  consisted  of  ail  interior  walls,  the  combina¬ 
tion  ventilation  and  emergency-exit  shaft,  the  cylinder,  and  the  walls  and  roof  of  the  stairs  up 
to  the  contraction  joint 

The  entrance  ramp  and  stairs  and  their  respective  interior  and  exterior  retaining  walls 
each  had  a  contraction  joint  at  t.ieir  intersection  with  the  main  portion  of  the  structure.  Each 
ent ranee  for  the  rectangular  type  A  structures,  consisting  of  a  ramp  and  walls  or  stairs  and 
wall,  was  poured  as  a  unit  together  with  the  parapet  wall  on  the  roof  slab  over  the  landing.  Al¬ 
though  not  indicated  in  Table  A. 2,  a  4-in.  working  base  of  lean  concrete  was  poured  under  each 
of  the  sections  on  natural  ground.  Rubber-tire  tremies  were  used  at  such  places  where  exces- 
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sire  free  fall  of  concrete  would  occur.  The  landing  floor  slab,  landing  retaining  wall,  and  roof 
slab  c  vr  the  landlrg  were  poured  with  the  main  structure  as  per  original  design. 

There  was  no  roof  slab  over  the  landing  of  the  three  rectangular  type  C  structures.  The 
landing  floor  slab  and  the  landing  retaining  wall  of  this  type  structure  were  poured  in  two 
separate  pours.  With  the  exception  of  the  parapet  wall  over  the  landing,  the  pouring  of  the  en- 
tranceways  of  the  type  C  structures  was  Identical  to  that  for  type  A.  That  is,  the  walls  and 
slabs  were  poured  as  a  single  unit  by  using  a  stiff  mix  and  a  minimum  amount  of  vibration. 

The  parapet  retaining  wall  over  the  front  wall  of  the  shelter  was  used  to  hold  'rack  the  3  ft  of 
earth  cover  over  the  main  portion  of  the  structure.  The  reinforcement  in  this  wall  was  not  de¬ 
tailed  and  fabricated  as  shown  on  the  final  contract  drawings,  and  consequently  provisions  had 
co  be  made  in  the  field  to  provide  for  continuity  between  the  parapet  and  the  interior  ramp  and 
stair  retaining  walls. 

A.  4. 5  Emergency  Exit 

The  emergency-exit  tunnel  and  shaft  for  the  type  A  rectangular  structures  are  identical  to 
the  type  C  structures  with  one  exception.  The  type  C  emergency-exit  tunnel  and  shaft  are  also 
used  as  the  ventilation  shaft  for  the  forced-air  Intake  and,  as  such,  have  four  2-in.  pipes  lo¬ 
cated  8  in.  below  the  top  of  the  shaft  to  allow  air  to  be  drawn  in  from  the  outside.  In  contrast 
to  this,  the  type  A  rectangular  shelters  have  a  separate  ventilation  stack  and  have  no  provisions 
for  air  to  enter  the  emergency -exit  shaft.  Reinforcement  and  construction  details  are  identical 
in  other  aspects. 

In  the  circular  type  A  structures  the  emergency  exit  is  a  vertical  shaft  that  starts  at  the 
small  blast  door.  This  shaft  is  also  used  for  air  intake  for  the  protected  air  supply. 

A. 4.6  Ventilation 

No  provisions  were  made  in  any  of  the  nine  shelters  for  natural  pre-  or  postshot  ventila¬ 
tion  equipment.  No  difficulty  was  encountered  in  installing  the  protected  ventilation  .equipment, 
except  at  the  slip-joint  junction  between  the  duct  from  the  sand  filter  and  the  air -reception 
boxes  in  the  sand  filter.  These  slip  joints  had  a  tendency  to  separate.  In  some  cases  the  oppo¬ 
site  was  true,  the  fit  was  too  tight  and  the  parts  had  to  be  forced  together.  The  cast-iron  flange 
assembly  on  one  ventilator  motor  was  broken  during  Installation  but  was  fastened  securely  by 
large  washers. 

A.4.7  Doors 

Both  the  large  and  small  blast  doors  of  the  type  A  rectangular  and  circular  shelters  were 
installed  and  operated  with  no  difficulty.  The  gastlght  doors  exhibited  no  trouble  in  installation, 
but  the  operation  of  the  locking  mechanism  for  both  the  large  and  small  type  doors  was  very 
difficult  if  the  mechanism  was  not  given  a  minimum  amount  of  maintenance. 

The  handle  of  the  large  gastlght  door  in  shelter  RAd  was  broken  off  at  one  of  the  preshot 
trials.  The  point  of  failure  was  located  where  the  circular  section  becomes  square  in  order  to 
engage  the  sliding  locking  bar.  Replacement  parts  from  an  extra  door  were  substituted,  and  the 
door  functioned  properly. 

The  rectangular  type  C  shelters  had  a  large  blast  door  of  a  different  type  than  the  other 
shelters.  While  structurally  adequate  and  of  simple  design,  the  latching  mechanism  did  not  al¬ 
low  for  an  easy  engagement  of  the  stationary  lugs  on  the  door  frame.  Shelter  RCa  was  particu¬ 
larly  difficult  to  close.  Another  construction  difficulty  arose  with  the  site  of  the  grout  pocket 
recesses.  As  supplied  by  the  West  German  Government,  the  door  anchors  required  recesses 
10  by  10  by  6  in.  to  accommodate  them. 

All  emergency -exit  hatch  covers  required  eight  grout  pocket  recesses,  and  such  work  was 
done  in  the  field  according  to  the  revised  drawings. 
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TABLE  A.4— LABORATORY  TE8T  RESULTS  (CYLINDERS) 


Structure 

Member! 

7  days 

Test  results, 

28  days 

pst 

90  days 

RAa 

Floor  slab 

2140 

3030 

2190 

3210 

2200 

3150 

Walls  and  roof  stab 

3400 

3610 

4030 

3440 

3540 

4070 

3380 

3360 

4130 

RAb 

Floor  slab 

2100 

2960 

2130 

3150 

2100 

3170 

Walla  and  roof  slab 

2680 

3430 

5010 

2670 

3560 

4940 

* 

2700 

3450 

5130 

RAc 

Floor  slab 

3280* 

3750 

3550 

3500 

3410 

3650 

Walls  and  roof  slab 

3420 

3510 

4090 

3530 

3540 

4140 

3570 

3530 

4150 

RAri 

Floor  slab 

3160 

3490 

3170 

3460 

3200 

3400 

Walls  and  roof  slab 

2650 

2530 

4230 

2570 

3400 

4070 

2590 

3300 

4410 

RCb 

Floor  slab 

2490 

3330 

2500 

3300 

2340 

3340 

Entrance  wall 

2220 

3330 

Walls  and  roof  slab 

4780 

4920 

4710 

RCc  Floor  slab 

2190 

3080 

Entrance  wall 

2530 

3270 

2480 

2990 

2370 

3010 

Walls  and  roof  slab 

2950 

3080 

3580 

2470 

3050 

3370 

2370 

3000 

3500 

CAa  Floor  slab 

3570 

3900 

3730 

3700 

3420 

3850 

Walls  and  crown 

3190 

3710 

4400 

3390 

3790 

4490 

3490 

3790 

4190 

CAb  Floor  slab 

.3050 

3100 

1930 

375C 

3010 

3050 

Watts  sad  crows 

1710 

3390 

3990 

3900 

3410 

3910 

39*0 

3300 

3990 

RCa  Floor  slab 

3939 

3940 

3710 

3190 

393* 

3*90 

Walla  aad  roof  stab 

U» 

UW 

UW 

UW 

uw 

UW 

u» 

uw 

UW 

•It^sy  tsar 

*  t0-kMC  la  sbWw.oai 

w 


TABLE  A.5— LABORATORY  TEST  RESULTS  (CUBES) 


Test  results,  pat 

Structure  Members  7  days  28  days 


RAa 

Fioor  slab 

2338 

2843 

2251 

2878 

2266 

2944 

Walls  and  roof  slab 

3276 

3328 

3272 

3176 

3200 

3273 

RAb 

No  results 

RAc 

No  results 

RAd 

Walls  and  roof  slab 

2572 

3768 

2580 

3706 

2544 

3362 

CAa 

Walls  and  crown 

2909 

3374 

2364 

3280 

3146 

3323 

CAb 

No  results 

RCa 

No  results 

RCb 

No  results 

RCc 

Entrance  walla 

2455 

3146 

3547 


TABLE  A.6  —  LABORATORY  TEST  RESULTS  (BEAMS) 


Test  results,  psl 


Structure 

Members 

28  days 

90  days 

RAa 

Walls  and  roof 

547 

609 

506 

r:t* 

549 

RIT* 

RAb 

Walls  and  roof 

549 

503 

538 

483 

502 

599 

RAc 

Walls  and  roof 

215 

400 

265 

415 

290 

385 

RAd 

Walls  and  roof 

632 

572 

597 

832 

832 

623 

CAa 

Walls  and  crown 

517 

801 

507 

584 

542 

620 

CAb 

Wslls  sad  crown 

613 

693 

876 

636 

591 

6*0 

RCa 

Walls  and  roof 

3*1 

496 

3»3 

478 

JK3 

SIS 

RCb 

Watte  »«d  roof 

616 

441 

461 

4S9 

vn 

609 

RCc 

Walls  and  roof 

416 

830 

416 

630 

618 

600 

•POT - nqXwrrd  is  tra»*it 
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TABLE  A.7  — AVERAGE  VALUES  OF  CONCRETE  TEST  DATA 


Structure 

RAa 

RAb 

RAc 

RAd 

CAa 

CAb 

RCa 

RCb 

RCc 

7  Days 

Cylinders  (floor  slab) 

2177 

2110 

3260* 

3176 

2983 

2650 

2388t 

2392t 

Cylinders  (walls  and  roof) 

3400 

2683 

3506 

2603 

2910 

2690 

2430 

Cubes  (floor  slab) 

2285 

2455 

Cubes  (walls  and  roof) 

28  Days 

3249 

2565 

2806 

Cylinders  (floor  slab) 

3130 

3093 

3572 

3450 

3711 

2967 

2997 

3325t 

3080t 

Cylinders  (walls  and  roof) 

3503 

3480 

3526 

3410 

3743 

3330 

3043 

Cubes  (floor  slab) 

2888 

3347 

Cubes  (walls  and  roof) 

3259 

3612 

3326 

Beams  (walls  and  roof) 

90  Days 

534 

529 

257 

620 

522 

560 

325 

459 

451 

Cylinders  (walls  and  roof) 

4076 

5026 

4126 

4236 

4440 

3896 

479e 

3483 

Beams  (wal)s  and  roof) 

603 

528 

4C0 

609 

602 

603 

495 

479 

586 

•One  teet-17  day*. 

t  Average  of  floor  slab  and  entrance  wall. 


TABLE  A.8  — CONCRETE-HAMMER  TESTS  (EQUIVALENT  CYLINDER  STRENGTH.  PSI)* 


Hammer 

Wall  facinc  G'Z 

Wall  away  from  CZ 

Roof  slah 

Floor  slab 

Structure 

No. 

Preshot 

Postshot 

Preshot 

Post  shot 

Preshot 

Postshot 

Preshot 

Poatahot 

RAa 

1 

3200 

2750 

3130 

3400 

3700 

4430 

1800 

.300 

2 

SM0 

6040 

6223 

3720 

RAb 

l 

3350 

3750 

3300 

2730 

3300 

2400 

1830 

2400 

2 

61*0 

6040 

6350 

3673 

RAc 

1 

3300 

3100 

3330 

2600 

3400 

2100 

1330 

2730 

•* 

4700 

1340 

6100 

3000 

RAd 

1 

3400 

3400 

3J0O 

3400 

3330 

2«tM 

1630 

1630 

*600 

6160 

6330 

3970 

CAa 

1 

3300 

1730 

3130 

1300 

39100 

3*00 

1730 

1300 

2 

33SO 

3*30 

6330 

4030 

RCa 

•» 

• 

3000 

3300 

57*0 

4760 

Hammer  No  t  ouopHed  by  iMm»»  A  Nsfrer,  Jar.  (No.  1*39);  hammer  So.  3  nuppLed  by  FCDA. 


TABLE  A. 9— TYPICAL  CONCRETE-MIX  DEMON 


Move  aiie 

Per  cent  paaatng  U.  S.  ataadard  >tev« 

Fine  aggregate  Coaraa  aggregate  Combined 

1.5  In. 

100.0 

100.0 

X  In. 

59.0 

76.4 

X  In. 

11.8 

49.2 

H 

100.0 

1.4 

43.3 

#8 

78.8 

33.5 

#16 

57.0 

24.2 

*30 

32.9 

14.0 

#50 

17.9 

7.8 

#100 

4.3 

1.8 

F.M. 

Specific  gravity 

3.091 

7.280 

5.498 

(S.  and  S.D.) 

2.47 

2.865 

Mix  design  for  oao  cubic  yard  of  coocrete  ia  3004  pel. 

Absolute  volume  of  aggregate  la  one  cubic  yard  of  concrete -19.73  cu  ft. 
Weight  of  earn  cubic  yard  batch  of  aggregate -3240  lb. 


Abeohite  vol.. 


Per  cent 

Batch  wt.,  lb 

cu  ft 

Gravel 

2000 

12.03 

Shod,  dry 

39 

1188 

7.70 

Free  water  la  aand.  6.2  gal 

4.35 

52 

1240  1240 

6.64 

Water,  added  26.5  gal 

237 

3.60 

Cement.  5.5  tacka 

Maximum  stump  *  S  la. 

517 

Total 

2.63 

27.00 

TABLE  A. 10 —  LABORATORY  TEST  RESULTS  Of  REINFORCEMENT 


Type 

Yield  street. 

Average  Low 

pel 

High 

Ultimate  stress, 

Average  Low 

pel 

High 

Elongation,* 

Average  Low 

% 

High 

S  mm 

Sv.137 

47,300 

52,400 

64,537 

61,450 

66,650 

20.67 

18.00 

22.00 

10  mm 

40.737 

47,550 

51,750 

63,562 

60,650 

66,650 

20.50 

20.00 

21.00 

12  mm 

41,362 

37,000 

43,750 

52,637 

50,560 

56,600 

30.00 

27.00 

33.30 

14  met 

42,112 

41,100 

44,200 

62,326 

56.200 

66,100 

28,62 

27.00 

32.50 

IS  mm 

41,400 

37.100 

44,500 

54,687 

50,000 

58,850 

30.75 

27.00 

32.50 

IS  mm 

43,425 

41,700 

45,550 

57,837 

57,160 

56.750 

31.25 

30.00 

32.50 

20  mm 

42,750 

40.800 

44.250 

58,125 

55,050 

56,800 

31.25 

28.00 

38.00 

26  mm 

40,037 

40,100 

42,800 

54.725 

52,600 

56,100 

30.66 

28.50 

33.00 

%  In-  0 

40,704 

71,885 

24.1 

V4  IB.  0 

43,340 

65,237 

25.0 

1  in.  # 

47,580 

68,935 

28.1 

♦Par  cent  elongation  for  8-ln.  specimen. 


TABLE  A.U— IN-PLACE  DENSITY  TEST  RESULTS 


bi-place  density,  lb/cu  ft 

Location  of 

(111  at  lag  eotl 

Backfill 

Backfill 

mW~  height 

Structure 

<•*.) 

at  mid-Setgfet 

at  final  grade 

reading* 

RAa 

Ill 

US 

113 

North 

RAb 

:u 

Net  taken 

13S 

RAe 

113 

ilk 

130 

North 

RAd 

>.I3 

ns 

123 

South 

CAe 

111 

tit 

ns 

Unknown 

CAS 

UJ 

131 

*30 

North 

RCa 

U7 

toe 

15* 

no 

UT 

i  33 

Net  taken 

Start** 

RCc 

in 

!  19 

130 

Barth 

•North,  rub  a i  a*  recta  re  Cl;  feaatk,  aid*  of  ** ruflvn  t»_ tag  mjr  f fwe 

CZ 


Fi|.  A.S —  t*t*r«o*  f «»»«*  pltctf  •«.  4  *«II  .jiwuciieni  >»»;<■»  (dncntn  M) 

(VU>  1.  !MT|. 


X 1 0 


Fig.  A.?— 1 -  Erected  formwork  for  entranerway  walls  and  roof 
Jlab  (structure  RA)  (May  4.  1'*.')'). 


F«®.  A-* —  rvsa>i  .-*#  (sjr««ur*  RA> 

(Ma>  V  I  ’*). 
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Fig.  A  .1-1 — Placement  of  bate -t  lab  reinforcement  Utrocturc  CA) 
(May  5,  1957). 
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Appendix  C 


ANALYSIS  OF  TYPE  A  RECTANGULAR  STRUCTURE 


C.l  GENERAL 

The  shelter  was  designed  by  German  engineers  for  a  static  loading  condition  (Sec.  1.4). 
Four  shelters  of  this  type  were  built  at  various  pressure  levels  and  tested  during  shot  Smoky 
of  Operation  Plumbbob.  All  four  shelters  withstood  the  effects  of  the  blast  with  little  or  no 
damage  to  the  main  body  of  the  shelter.  On  the  basis  of  the  limited  damage  incurred,  it  was 
deemed  advisable  to  analyze  the  roof  slab  of  this  shelter  type  by  the  conventional  ultimate  - 
strength  theory  to  ascertain  whether  this  method  of  analysis  would  substantiate  the  actual 
damage  sustained  by  this  member. 

C.2  BLAST  LOADING 

Shelter  RAa  was  specifically  analyzed.  This  shelter,  placed  closest  to  GZ  (see  Fig.  1.4), 
was  the  most  heavily  loaded.  The  loading  of  this  structure,  for  the  purpose  of  analysis,  was 
the  actual  free-a'r  pressure-time  load  as  recorded  at  the  location  of  this  structure  (Fig.  C.l). 
No  attenuation  due  to  the  earth  cover  was  assumed. 

C.3  STRENGTH  CRITERIA 

The  structure  was  analyzed  for  dynamic  behavior  by  use  of  the  ultimate-strength  theory. 
Compressive  strength  of  concrete  was  4000  psi  and  was  determined  as  the  average  value 
obtained  from  the  90-day  test  cylinders  (preshot).  Reinforcing  steel  was  smooth  round  bars 
sent  from  West  Germany.  The  static  unit  stress  at  a  yield  of  43,800  psi  was  also  the  average 
of  values  obtained  from  the  test  specimens.  The  increase  in  strength  under  dynamic  loads  was 
taken  into  account  with  the  use  of  dynamic  increase  factors  obtained  from  Ref.  4  (see  dynamic 
analysis.  Sec.  C.8).  The  dynamic  increase  factors  were  determined  as  closely  as  possible,  de¬ 
pending  on  the  rate  of  strain  under  the  blast  loading. 

C.4  ANALYSIS 


In  general,  the  analyses  of  the  various  members  of  the  structure  which  are  exposed  to  the 
blast  const 3t  in  the  solution  o'  the  equation  of  motion,  F  -  R  =  MeX,  where  F  is  the  applied 
blast  force,  R  is  the  internal  resistance  of  the  structural  member,  Me  is  the  mass  of  an  equiv¬ 
alent  single-degree-of-freedom  system,4  and  i i  is  the  acceleration  of  the  mass. 

This  equation  of  motion  can  be  readily  solved  by  any  of  several  numerical-integration4 
methods.  The  numerical  method  illustrated  In  this  appendix  for  the  analysis  of  the  root  slab  of 
the  shelter  is  the  Acceleration  Impulse  Extrapolation  Method  describe^  in  Ref.  4. 
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Poisson’s  ratio  for  reinforced  concrete  is  usually  taken  to  vary  between  0.10  and  0.166. 
In  this  analysis,  Poisson’s  ratio  has  been  taken  as  zero.  Previous  experience  has  indicated 
that  the  effect  of  Poisson’s  ratio  may  be  considered  negligible  over  the  entire  range  from 
elastic  to  plastic  behavior  of  the  structural  member. 

C.5  ARCHITECTURAL  AND  STRUCTURAL  DRAWINGS 

Architecturally,  the  shelter  was  constructed  as  shown  in  Chap.  1,  Fig.  1.1.  The  as -built 
drawings  shown  in  Appendix  B,  Figs.  B.1.1  to  B.1.3,  show  the  actual  reinforcement  arrange¬ 
ment  placed  in  the  field.  As  is  clearly  indicated  by  these  drawings,  there  is  very  little  devia 
tion  from  the  original  reinforcement  details.  No  modifications  other  than  those  recorded  on 
the  as-built  drawings  were  made  to  any  of  the  constructed  shelters. 


C.6  NOMENCLATURE 
A„  =  area  of  steel 

a  =  depth  of  compression  block  of  tin  slab 
b  =  width  of  the  slab 

d  =  distance  from  extreme  compressive  fiber  to  centroid  of  tension  ic  ce 
in  tensile  reinforcement 
E  =  modulus  of  elasticity 

fc  =  static  ultimate  compressive  unit  stress  of  concrete 
f'dc  =  dynamic  ultimate  compressive  stress  of  concrete 
f8  =  static  unit  stress  of  steel  at  yield 
fds  =  dynamic  unit  stress  of  steel  at  yield 
Ic  =  moment  of  inertia  of  cracked  section 
Iu  =  moment  of  inertia  of  uncracked  section 
K  =  stiffness  of  member 
L,  =  clear  span  of  member  in  short  direction 
Lj  =  clear  span  of  member  in  long  direction 
m  =  mass  of  the  member 
Mt  =  moment  at  the  centerline  of  the  member 
Ms  =  moment  at  the  support  of  the  member 
n  =  ratio  of  modulus  of  elasticity  of  steel  to  that  of  concrete 
r  =  unit  resistance  of  the  member 
r  =  total  resistance  of  the  member 
T  =  period  of  vibration  of  the  member 
ult  =  ultimate 


section  «-• 
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Note:  The  ultimate  resistance  of  panel  I  is  governed  by  the  continuous  portion  of  the  slab. 
The  ultimate  resistance  of  panel  II  is  governed  by  the  moment  capacity  of  the  wall  below  the 
haunch.  Assume  the  outer  strips  of  panels  I  and  n  have  one -half  the  moment  and  shear  capac¬ 
ity  of  their  respective  midstrips. 

[c  1  Average  values  of  test  results 

f8  =  43,800  psij 

ln  f  jn  I  Average  values  for  both  directions 

d'  =  24  in.  -6  in.  =  18  in./  6 

v  ■-  Poisson’s  ratio  (for  icinforced  concrete)  =  0 


Reinforcement: 
Diameter  (mm) 

8 

12 

16 

20 

26 


Diameter  (in.) 

0.315 

0.473 

0.630 

0.788 

1.025 


C.7  ULTIMATE  STATIC  RESISTANCE  OF  SLAB 


C.7.1  Panel  I 

<t>  =  42°  (by  trial  and  error  solution) 
x  =  tan  i p  (3.92)  =  3.53  ft 


Positive  reinforcement  =  -^  (0.630)2  pjp  =  0.75  sq  in./ft 
Negative  reinforcement  =  -^  (0.473)2  ^p  =  0.35  sq  in./ft 


Negative -moment  capacity  (per  foot): 


a  = 


Aa  fs 
0.85bf'c 


(Ref.  1)  = 


0.35  (43.8) 
0.85  (12)  (4) 


=  0.376  in. 


M 


s  u'.t 


Aaf  g 


(<.-!)  (Re,. 


Positive-moment  capacity  (per  foot): 


a  (0.376)  =  0.805  in. 


Jo7 


Total  positive  and  negative  moments: 


SMult  =  (Ma  +  Mt)|L4 

=  (26.6  ♦  56.4)  (0.75)  (7.84)  =  488  kf 


Total  resistance  of  panel  I: 

EMult  488 


uit 


=  415  k 


c  (1/3)  (3.53) 

Unit  resistance  of  panel  I: 

ra  «i»=  ills3  30  0  ka£  =  208  p8i 

C.7.2  Panel  U 

A4,  in  slab  =  37(1'°35)‘  (ff)  =  30.8  sq  in.  =  2.34  sq  in./ft 

Ag  in  wall  =  ^  -  13.2  sq  in.  =  1.00  sq  in./ft 

A.  in  wall  -  .  14.4  sq  in.  -  1.10  sq  in./ft 


Positive -moment  capacity: 

30.6  (43.8) 


a  = 


0.85(4)  (12)  (13.1) 


=  2.5  in. 


Mt  =  30.6  (43.8)  (21  j  =  26,500  in  k  =  2200  kf  =  181.5  ki/ft 

Negative -moment  capacity:  (section  below  wall  haunch  is  critical) 
Taking  into  account  the  effect  of  the  axial  load, 

M,  =  Agf,m  ♦  0.85f'c  aq  (-5  - 1)  ♦  Aif.n 


(Ref.  1) 


where  A,  =  tension  reinforcement  in  the  wall  *  13.2  aq  in. 

A,  *  compression  reinforcement  in  the  wall  *  14.4  aq  in. 
n  *  distance  from  centroid  of  compression  steel  to  center  line  of  wall  *  3.75  ft 
m  *  distance  from  centroid  of  tension  steel  to  center  line  erf  wall  *  0.75  ft 
q  *  equivalent  length  of  loaded  area 
h  *  distance  from  center  line  of  wall  to  centroid  of  panel 
t  »  wall  thickness  »  2  ft 

( 2h  ~  t)  .  r,  "t1  Aif.  (h  -n>  -  Agf,  (h  ♦  m)  -  Mg 


k  _  13.85  (3.31)  ♦  5.06  (3.82)  (3.96)  ♦  34.24 

h’ - irnrr.wim  ♦  uu - 


UK 


2.57  ft 


In  IN*  foregoing  computation*,  the  ultLmat*  autic  capacity  of  the  stab  «u  computed.  How¬ 
ever.  the  actual  load*  applied  to  the  structure  are  dynamic  in  nature.  Under  l hi*  dynamic  load, 
the  capacity  of  thr  .lab  is  considerably  higher  than  the  static  capacity,  depending  on  the  time 
for  the  reinforcement  to  reach  its  yield  point.  To  take  this  Increase  in  strength  Into  account, 
the  static  capacity  may  be  increased  by  a  dynamic  increase  factor.  These  factor*  may  be  ob¬ 
tained  from  Ref.  4  If  the  lime  lor  the  reinforcement  to  reach  yield  la  known.  Since  yielding  of 
the  reinforcement  throughout  the  slab  does  not  occur  simultaneously,  the  dynamic  increase 
factor  will  be  different  for  each  of  the  critical  section*  in  the  slab.  For  this  reason,  the  static 


m 


resistance -Gel  lection  curve  for  the  slab  will  be  computed  first;  then,  during  the  dynamic  analy¬ 
sis,  this  curve  will  be  modified  by  the  dynamic  increase  factors  applicable  to  each  of  the  criti¬ 
cal  sections,  depending  on  the  time  required  for  each  of  these  sections  to  reach  yield. 


C.8  COMPUTATION  OF  STATIC  RESISTANCE -DEFLECTION  CURVE  (Fig.  C.2) 

C.8.1  Yield  of  Negative  Reinforcement  of  Panel  1 
Note:  The  member  is  considered  fixed  all  around. 

Panel  1 


k,*,^**  t.02 

L,  a  11.64 

Negative  moment  of  beginning  of  yield  along  edge 
Mal  -  0.0918  dr  Lf  (Ref.  2,  p.  140) 

Unit  resistance  at  first  yield 

M„  26.6 

dr  * - i •  =  - -  =  3.66  ksf  *  25.4  pel 

0.0518L*’  0.0518  (11.84)’ 

Total  resistance  of  slab  at  first  yield 

R,  »  3.66  (11.84)  (12.12)  =  527  k 

Positive  moment  at  first  yield 


57.5  (Ref.  2,  p.  140) 

"4 

dr  L,’  3.66  (11.84)’ 


-  8.94  kf  ft  <  56.4  kf  ft 
positive  reinforcement  has  not  yielded  as  yet. 

Panel  II 

Negative  moment  at  first  yield 

M„  -  0.0530  dr  L?  (Ref.  2,  p.  140) 

-  0.0530  (3.66)  (11.84)’ 

-  27.2  kf  ft  <  193  kf  ft 

negattve  reinforcement  has  not  yielded  as  yet. 
Pusiitve  moment  at  first  yield 


Mtl 


34.7  (Ref.  2,  p  1401 
3.66(11.841* 


54.7 


9  39  kf  ft  <  1815  kf  'ft 


>40 


positive  reinforcement  has  not  yielded  u  yet. 


Properties  of  Slab  at  First  Yield 

E  -  1000  f'  »4*  10*  pel  (Ref.  3) 

Average  percentage  of  reinforcement  for  the  cracked  moment  of  Inertia 

1/3(0.38  »  1.00) 


Average  negative  reinforcement  ■  p"  * 


13(3!) 


0.00268 


Average  positive  reinforcement  *  p*  «  ^  *  0.00810 

0  00388  ♦  0  00610 

Average  per  cent  re.nforcement  *  ■  ?  -  ■■■  -  0.00439 

Average  moment  of  Inertia  (Ref.  4) 

n  =  1.5,  p4v  *  0.00439  .  F  0.024 

Hr 

Ic  =  Fbd*  -0.034(12)  (21)*  =  2870  inf  (Ref.  3) 

,  13,800  ♦  3870  ....  .  , 

Itv.  »  — ’■ — j =  8235  in 

Deflection  at  first  crack 

X,  *  5-^  (0.0158);  t*  -  —  *  »  8235  cu  in. 

E  t1  b  12 


0.0158(25.4)  (11.84  »  13)4 
4'*  10*  (8235) 


0.00499  in.  *  0.000416  ft 


Suit  nets 


K. 


527 


X,  4.16  *  10 


tj  *  1.27  *  10*  k/ft 


C.8.2  Yield  of  Negative  Reinforcement  of  Panel  U 

Note:  The  member  is  assumed  fixed  on  side*  L,  and  pin  supported  on  side  L*. 


Panel  Q 

Sega, ire  moment  at  beginning  of  \  •’id  along  edge 
AK,t  -  J4  (Ref.  2.  p.  236) 
aMM  -  193  27  -  166  kf  ft 

ar8  -  -  1«  ksf  -  H7  psi 

>41 


Positive  moment  at  second  yield 


AM*,  *-^}^(Re(.  2,  p.  236) 


Allt  .1 yrnMmUA 


kf/ft 


<•  '  34  .4 

Mtl  *  iA  ♦  68.4  -  77.8  kf/ft  <  181.3  kf/ft 

positive  reinforcement  has  not  yielded  as  yet. 


Panel  1 

Positive  moment  at  second  yield 


iH.  -  -  “iUUil1 

83.4  M.4 


AMl,  -  36.0  kf/ft 

14^  -  8.9  ♦  38.0  -  44.9  kf/ft  <  56.4  kf/ft 

positive  reinforcement  haa  not  yielded  as  yet. 

Properties  of  Slab  at  Second  field 
Resistance  of  slab  at  second  yield 

aR,  «  18.8(12.12)  (11  841  *  2413  k 
R»  -  R,  ♦  AR,  =  527  ♦  2415  »  2942  k 
Deflection  of  slab  at  second  yield 
0.0234  Ar,  L$ 


AX, 


AX 


E  t* 

0.0234  (117)  (1184  »  12)* 


(Ref.  2,  p.  236) 


- *  0.0340  in.  -  0.00283  ft 


4  x  10*78235) 

Xj  -  X.  *  AX,  -  0.000416  ♦  0.00283  *  0.00325  ft 


Stiffness 


„  iR,  2.415  »  10‘  .  , 


C.8.3  Yield  of  Positive  Reinforcement  of  Panel  1 

Sole:  The  member  is  assumed  as  simply  supported  sll  srourxj 
Panel  1 


AM 


4> 


Ar,  U 

27.3 


(Ref.  2.  p  232) 


AMt,  54.4  44.8  -  U  5  kf  ft 
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Reaction  of  unit  mid-strip 


iR™<. 1  wk  ‘  «•'> k/" 

Total  load  on  unit  mid -strip 

W  -  44.0  (2)  -  88.0  k/ft 

Properties  of  Slab  at  Fourth  Yield 
Deflection  of  slab  at  fourth  yield 


AX4 


5  W  Lj 
384  El 


(Ref.  4) 


,v  .  5(88.0)  (11.84  *  12):  „  „„„„„  , 

4  '  384  (4)  (104)  (8235)  =  01005  ln'  =  0  00838  ft 


X,  *•  X,  ♦  AX4  »  0.00407  ♦  0.00838  =  0.01245  ft 


Stiffness 


K* 


dR* 

AX4 


1.126  x  10* 
8.38  x  10~3 


1.35  x  10‘  k/ft 


C.9  DYNAMIC  ANALYSIS 


Dead  Load  (Assume  overburden  =  100  pcf) 


Fdl  =  Rdl  =  ♦  0.10(4.0)1  (11.84)  (12.12)  -  100.5  k 

Mass 

Panel  I  -  2(13.85)  (0.15(2.0)  ♦  0.10(4.0)]  (1/32.2)  »  0.602  k-eec*/ft 
Panel  II  *  2(5«.C)  (0.15(2.0)  ♦  0.10(4.0)j  (1/32.2)  =  2.521  k-sec'/ft 

Total  mass  (m)  *  3.123  k-*ecl/ft 


Equivalent  Mass 


Elastic,  m, 


0.610  ♦  0.156  -  ijj  m  .Ref.  5) 

(0.610  ♦  0.156  (1.02  -  1)|  3.123  -  1.92  k-sec3/ft 


Eiasto- plastic,  a,  -  0.630  ♦  0.160  -  IN  m  (Ref.  5) 

(between  second  and  1  *  ‘ 

third  yields)  *  (0.630  ♦  0.160  (1.02  -  lij  (3.123)  -  1.97  k-ser*  ft 


Plastic,  m | 
(after  fourth 
yield) 


*  vm 

6b  -  4a  L  “ 


(Ref.  5) 


-  |  (0.602) 


4(12.12)  3(11.94) 

9(12.12)  4(11.94', 


521) 


-  0.301  •  1.290  *  1.59  k-sec*  ft 
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Elasto -plastic,  m- 
(between  first  and 
second  yields) 
E&Hto-plasuc,  m4 
(between  third  and 
fourth  yields) 

Summary  of  equivalent  mass 

rn,  ■*  1.82  k-secJ/ft 
xtij  -  1.95  k-sec^'ft 
iii)  =  1.97  k-sec^'ft 
m,  =  2.12  k-sec^'ft 
m,  ;  1.59  k-sec^ft 


*  1.95  k-secl/ft 

=  0.68  m  (Ref.  4) 

=  0.88  (3.123)  =  2.12  k-sec^ft 


Note:  Assume  that  the  dead  load  and  the  preliminary  part  of  the  pressure  curve  to  t  -  23.0 
msec  (time  0.00  of  dynamic  analysis)  act  as  a  static  load. 

Period 


T  -  =  27 

f  Kt 


1  92 

• — ,  =  7  74  y  sec 
1.27  *10*  '  * 


■itmax  'jo  7.  i  4  it  10  sec 


Use  time  intervals  of  At  =  0.00025  sec  <"  t  mjtx  (R*?f.  4) 
Static  Load 


Static  1  Fdl  *  Fw  100-5  *  3«(0.144;  (11.84)  (12.12) 

F(  -  Rs  -  100.5  •  745  846  k  •  527  k 

Under  the  static  loud,  the  slab  has  undergone  first  yield  and  is  in  the  elasto  plastic  state 
between  the  first  and  second  yields. 

X,„uc  X,  •  (848  527)  vi- 

*1 

0.00042  *  8  ,n  -  0.000790  ft 

P.52  *  10 

Properties  of  Slab  for  Dynamic  Analysis  'static -load  effects  deducted' 

Seco.vd  yield 

AR  -  ft;  R.  -  2942  8  46  2096  k 

AX  X.  X.  0.00325  0.0079  -  C  00246  ft 

K.  8.52  *  10*  k  ft 
Third  yield 


,  -  3»4  848  -  2414  k 
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AR  R,  R 


AX  =  X,  -  X,  =  0.00407  -  0.0070  =  0.00328  ft 
K,  =  3.93  x  10*  k/(t 
Fourth  yield: 

AR  s  R4  -  R,  s  4390  -  846  *  3544  k 

AX  “  X4  -  X,  =  0.01245  -  0.00079  -  0.01166  ft 

K*  1.35  x  10‘k/ft 


Note:  These  properties  are  for  statically  applied  loads.  They  must  be  modified  by  dynamic 
Increase  factors  In  the  dynamic  analysis. 

Analysis  Constants 


At1  *  (0.00025)1  -  6.25  *  10“*  sec2 
=  3.26  x  10-4  ft/k 


At* 

_  6.25  x  10-* 

m, 

1  92 

At1 

6.25  x  10*4 

m, 

1.95 

At2 

6.25  x  10*4 

m, 

1.97 

At* 

6.25  x  10*4 

m4 

2.12 

At2 

6.25  x  10“ 4 

m,  1.59 


=  3.20  x  10-4  ft  \ 

*  3.17  x  10“*  ft'k 

*  2.95  x  10**  ft 'll 
=  3.93  x  10“*  ft  'k 


Acceleration  Impulse  Extrapolation  Method 

This  method  will  be  used  in  the  dynamic  analysis  as  described  in  Ref  4. 

X  =  2Xr  XB  i  -  aB  (At)2  (Ref.  41 

F  -  P(  12.52)  (11.34)  (144)  745  -  20.7  ?  745  k 


at  - 


144 

« 


-  12.31  ft  sec5 


X,  -  a,  At:  !3  31  4  23  *  10  *)  -  0  770  ^  iO"4  ft 


Maximum  resistance  of  slab  -  3235  »  44?  -  4041  k  i  Table  C  I) 

Maximum  deflection  of  slab  -  ;'i295  »  790;  -  10  *  -  40  •  +  10  4  ft  iTable  C  li 

Note  The  resistance  of  the  slab  would  vibrate  about  the  load  curve  after  the  first  reversal; 
therefore  the  maximum  resistance  anil  be  produced  at  the  fir  *  *  reversal  of  the  slab.  If  dampens 
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were  In  the  analysis,  the  maximum  resistance  at  the  slab  would  be  between  S  and  10  per  cert 
less  than  that  obtained  above.  Note  further  that  the  maximum  resistance  attained  was  consider¬ 
ably  less  than  the  plastic  yield  of  the  total  slab  and  that  the  maximum  deflection  attained  was 
only  about  */n  in. 


C.10  CHECK  OF  SHEAR  (Ref.  6) 


C.10.1  Diagonal  Tension,  Panel  II 

Note:  For  diagonal  tension,  the  critical  section  is  at  a  distance  d  from  the  interior  edge  of 
the  haunch. 

Check  diagonal  tension  stresses  at  the  maximum  resistance  of  the  slab, 
t  =  24  ir 


d  =  21  in.  =  1.75  ft 
x  =  2  +  1.75  -  3.75  ft 
K  =  4081  maximum  resistance  of  slab 
4081 


w 


=  28.4  ksf 


143  7) 

Atot  =  A,  +  A2  =  5h.O  sq  ft 

A;  =  5.06(2.17)  +  2.17(2.17)  (0.90) 

=  15  24  sq  ft 

_ _  12.12  +  3.96  ,, 

A,  =  12.12(2.0)  + - - - (1.75) 


42.69  sq  ft 


* 


Total  shear  at  d  from  support  line  ®  -  ®) 


VT  =  28.1(15.?!'  433  k 


Shear  per  toot 
473 

v  ■  m  - «-3  w 

Actual  unit  rhear 

182 p>‘  3M  ^ 

C.10.2  Pure  Shear,  Panel  II 

Check  pure  shear  in  panel  II  at  edge  of  haunch  and  face  of  wall  at  i  laximum  resistance 
of  the  slab. 
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Pure  Shear  at  Edge  of  Haunch 


Total  shear  along  edge  of  haunch  at  maximum  resistance. 

VT  =  (58.0  -  24.24)  28.4  =  958  k 
Shear  per  foot 

2  (0.86)  +  10.40 


958  k 

0  86 

r1 

— i 

p 

ill. 

0_86 

1.  10  40'  .j 

L 

\2  12’ 

V  =  85  k/ft 

Actual  unit  pure  shear 

oc 

V  =  12(il)  =  °'337  kSi  =  337  psi  =  °-0845  fc 

Pure  Shear  at  Face  of  Wall 

Total  shear  along  face  of  wall  at  maximum  resistance 

VT  =  (58.0  -  12.12)  28.4  =  1300  k 

Shear  per  foot  (shear  distribution  same  as  at  edge  of  haunch) 

11.26  V  =  1300 


V  =  155  K/ft 
Actual  unit  pure  shear 
115 

V  =  -  -  =  0.290  ksi  =  290  psi  =  0.0725  f(. 

1  <L{£1  +  jl2) 

Diagonal  Tension,  Panel  I 

Check  diagonal  tension  at  maximum  resistance 


w  28.4  ksf  L  J  ^  -  H 

Total  shear  at  d  from  support  (line  (!)  -  (X)) 


VT  =  28.4  (3.52)  =  100.0  k 
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Shear  per  foot 


V"TW -”•*** 


Actual  unit  shear 


25. 3 


v  51  =  0,1003  ksL  =  100,3  psl  =  1,59  ^ 
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TABLE  C.l  — DYNAMIC  ANALYSIS 


t  x  104, 

F0-R„. 

At*/m  x  I0f, 

A^t1  X  10*, 

X„,i  x  10*. 

n 

S8C 

Fa,k 

Ra,  k 

k 

ft/k 

ft 

ft 

Remarks 

0 

0.0 

0 

0.320 

0.770 

0.770 

R,  =  527  k  1 

1 

2.5 

144 

1 

143 

0.320 

4.576 

6.116 

X,  *  4.16  xio"4  ft  >  Fig.  C.2 

2 

5.0 

287 

5 

282 

0.320 

9.024 

20.483 

K,  =  1.27  x  10*  k/fj 

3 

7.5 

432 

17 

415 

0.320 

13.280 

48.136 

Elasto-plastic 

DIF  =  1.30  (Ref.  4) 

.'.  The  dynamic  properties 

are  for  2nd  yield 

4 

10.0 

578 

41 

537 

0.320 

17.184 

92.970 

AR  =  2096  (1.3) 

5 

12.5 

723 

79 

644 

0.320 

20.608 

158.412 

=  2725  k 

6 

15.0 

871 

135 

736 

0.320 

23.552 

247.406 

AX  =  (1.3)  (0.0C246  ft) 

1  oee  page 

7 

17.5 

1005 

211 

794 

0.320 

25.408 

361.808 

=  32.0  x  10*4  ft 

8 

20.0 

1139 

308 

831 

0.320 

26.592 

502.802 

K,=  8.52  x  10*  k/ft 

9 

22.5 

1293 

428 

865 

0.320 

27.680 

671.476 

10 

25.0 

1445 

572 

873 

0.320 

27.936 

868.086 

11 

27.5 

1590 

740 

850 

0.320 

27.200 

1091.896 

12 

30.0 

1735 

930 

805 

0.320 

25.760 

1341.466 

13 

32.5 

1858 

1143 

715 

0.320 

22.880 

1613.916 

14 

35.0 

1980 

1375 

605 

0.320 

19.360 

1905.726 

13 

37.5 

2064 

1623 

441 

0.320 

14.112 

2211.648 

16 

40.0 

2147 

1884 

263 

0.320 

8.416 

2525.986 

17 

42.5 

2195 

2152 

43 

0.320 

1.376 

2841.700 

18 

45.0 

2242 

2421 

-179 

0.320 

-5.728 

3151.686 

19 

47.5 

2266 

2685 

—419 

0.320 

-13.408 

3448.264 

Second  yield 

20 

50.0 

2292 

2823 

-531 

0.317 

-16.963 

3727.879 

For  third  yield 

DIF  =  1.27  (Ref.  4) 

21 

52.5 

2308 

2932 

-624 

0.317 

-19.781 

3987.713 

AR  =  1.27  (2418) 

=  3071 k 

See 

pages 

3.93x10*1 

‘245  and 

=  40.8  x  10-4  ft 

K,  =  3.93  x  10*  k/ft 
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22 

55.0 

2324 

3035 

-711 

0.317 

-22.539 

4225.008 

Third  yield 

For  fourth  yield 

23 

57.5 

2339 

3091 

-752 

0.295 

-23.794 

4438.509 

AR  =  3544  k  1  See  page 

K4  =  1.35  x  10*  k/ft  j  246 

24 

60.0 

2352 

3119 

-767 

0.295 

-22.627 

4629.333 

25 

62.5 

2363 

3145 

-782 

0.295 

-23.069 

4797.188 

26 

65.0 

2366 

3168 

-802 

0.295 

-23,659 

4941.334 

27 

67.5 

2368 

3187 

-819 

0.295 

-24.161 

5061.319 

28 

70.0 

2370 

3203 

-833 

0.295 

-24,574 

5156.730 

29 

72.5 

2381 

3216 

-835 

0.295 

-24.633 

5227.508 

30 

75.0 

2391 

3226 

-835 

0.295 

-24.688 

5273.598 

31 

77.5 

2401 

3232 

-831 

0.295 

-24.515 

5295.173 

maximum  deflection 

K  =  1.27  x  io*  k/ft 

32 

80.0 

2397 

3235 

-338 

0.295 

-24.721 

5292  027 

33 

82.5 

2393 

3231 

-838 

0.295 

-24,721 

5264.160 

31 

85.0 

2389 

3196 

-807 

0.295 

-23.807 

5212.486 

35 

87.5 

2385 

3130 

-745 

0.295 

-21.978 

5138.834 
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ltd)  tints*. 


Fig.  C.l — Pressure-time  curve. 


D*f  Itcticn  (  f**t  »  I05  ) 

Fig.  C.2  —  Resistance-deflection  curve. 
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Appendix  D 

FILM-BADGE  MEASUREMENT  TECHNIQUES  * 

D.l  GENERAL 

On  Operation  Plumbbob  film-badge  dosimetry  measurements  were  made  primarily  for  the 
Civil  Effects  Test  Gro”.p.  In  addition,  some  measurements  were  made  for  the  Department  of 
Defense,  the  Los  Alamos  Scientific  Laboratory,  Holmes  &  Narver,  the  Naval  Radiological  De¬ 
fense  Laboratory,  and  Edgerton,  Germeshausen  &  Grier,  Inc.  Instrumentation  was  generally 
made  to  determine  dose  vs.  distance  (RD2  vs.  D)  for  a  given  event.  Measurements  were  also 
made  in  shelters  and  in  various  other  structures  and  test  devices.  Methods  were  essentially 
the  same  as  those  used  on  Operation  Teapot  (EG&G  Report  No.  1387).  The  controls  required  to 
ensure  uniformity  of  measurements  and  the  sensitometric  problems  encountered  during  the 
program  are  discussed  in  the  following  pages. 

Four  special  types  of  film  in  two  dental  packets  were  used  in  making  the  measurements. 
The  films  used  were  Du  Pont  502,  510,  and  606,  and  Eastman  SO-1112.  An  Eastman  neutron¬ 
monitoring  film  was  tried  at  the  beginning  of  the  operation,  but  use  was  discontinued  because 
of  extreme  gamma  darkening. 

A  7 -curie  Co40  source  was  used  to  furnish  irradiated  controls  for  the  interpretation  of  film 
badge  >  used  for  each  event.  These  badges  were  handled  and  processed  with  the  field  badges. 

D.2  CALIBRATION 

A  Co40  gamma  calibration  system  (shown  in  Fig.  D.l)  was  arranged  so  that  10  badge  as¬ 
semblies  were  consecutively  administered  in  three  sets,  logarithmically  progressive  exposures 
from  0.05  to  5  x  103  r.  Table  D.l  indicates  the  time  of  exposure,  the  dose  rate,  and  the  dose 
administered  to  the  film.  The  readings  listed  in  the  table  are  accurate  to  5  per  cent. 

Thirty  badges  were  administered  doses  from  0.05  to  5  x  IQ5  r;  eighteen  of  the  badge  doses 
overlapped  for  standardization.  Distances  necessary  to  obtain  the  required  doses  with  one  ex¬ 
posure  per  series  remained  identical  foe  each  corresponding  badge 

The  source  was  placed  in  a  cradle  at  one  end  of  a  calibration  range  table  in  such  a  manner 
that  the  center  of  the  source  beam  passed  through  the  center  of  the  badges.  The  source  was 
adjusted  to  the  same  position  for  each  exposure  so  that,  ue  the  correct  distances  were  es¬ 
tablished,  they  could  be  automatically  reproduced  each  time 

Distances  were  determined  with  a  25-r  Victoreen  r-meter,  which  had  recently  been  cali¬ 
brated  by  National  buuau  of  Standards.  Exposures  were  timed  to  obtain  mid -scale  readings 
for  greatest  accuracy.  The  badges  were  placed  directly  behind  each  other  in  a  straight  and 
level  line  away  from  the  source;  the  calibrated  positions  were  determined  by  use  of  identical 
dummy  assemblies  for  attenuation.  Total  opening  and  closing  time  of  the  source  was  approxi¬ 
mately  4  sec.  This  length  of  time  could  cause,  at  the  most,  a  2  per  cent  error  on  the  200-sec 

•This  information  was  extracted  from  Edgerton,  Germeshausen  &  Grier,  Inc.,  report 
No.  321  to  the  AEC. 
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exposures,  and  negligible  error  on  nil  the  others.  It  is  believed  an  over -all  accuracy  of  better 
than  5  per  cent  was  maintained  on  administered  doses. 

Actual  shot  calibrations  were  made  the  morning  of  a  shot  on  film  badges  that  were  assem¬ 
bled  and  handled  with  the  field  badges.  Ail  badges  were  developed  together,  with  gray  scales 
spaced  at  equal  intervals  throughout  the  reel.  Ranges  accurately  covered  by  the  dosimeter 
films  were: 

Du  Pont  502  .  0.1  to  10  r 

Du  Pont  510 . 8  to  300  r 

Du  Pont  806  .  200  to  600  r 

Eastman  SO-1112  .  800  to  5  x  10*  r 

The  Du  Pont  film  packet  is  shown  in  Fig.  D.?.. 

Owing  to  the  accuracy  limitations  on  administered  doses,  reading,  and  development,  it  was 
necessary  to  consider  a  total  possible  error  of  ±20  per  cent.  In  addition,  film  irradiated  in  the 
field  tends  to  darken  beyond  the  density  obtainable  with  gamma  calibration  alone.  This  is  oe- 
lieved  to  be  caused  by  some  type  of  reciprocity  failure,  neutron  effects  (at  closer  range),  ther¬ 
mal  and  pressure  effects,  or  from  secondaries.  Finally,  solar  effects  must  be  taken  into  con¬ 
sideration  because  film  that  has  remained  in  the  heat  of  the  Nevada  9un  does  not  behave  in  the 
same  way  as  fresh  film. 

D.3  FILM-BADGE  HANDLING 

Since  each  film  badge  consists  of  many  parts,  an  assembly  line  was  set  up  to  handle  ex¬ 
posed  film  efficiently.  EG&G  badge  parts  are:  a  lighttight  package  containing  the  film;  a  plastic 
box  that  serves  as  an  electron  diffuser;  a  special  metal  box  made  of  a  lamination  of  *in  on  the 
inside  with  lead  on  the  outside,  which  functions  as  a  filter  to  make  the  film  energy-independent; 
a  polyethylene  bag  to  protect  the  badge  against  weather  and  contamination;  and  an  identification 
tab  (see  Fig.  D.2).  The  total  assembly  was  then  wrapped  in  aluminum  foil  for  protection  against 
thermal  heat. 

After  recovery  cf  the  film  badges  from  the  field,  the  outside  plastic  cases  containing  the 
film  and  identification  tab  were  then  sorted  and  arranged  numerically.  The  embossed  film 
number  and  the  number  of  films  in  each  badge  were  listed  or.  a  loading  order  data  sheet. 

The  next  step  was  to  arrange  the  film  packets  in  numerical  order  in  a  special  dispenser 
from  which  they  were  removed  to  be  individually  fastened  together  in  the  improved,  more  func¬ 
tional,  edge-taping  machine  developed  by  EG&G  for  this  purpose  (Fig.  D.3).  After  being  taped 
on  this  machine,  approximately  200  complete  badges  —  or  800  pieces  of  film  —  could  be  assem¬ 
bled  on  a  single  reel  and  processed  together.  Although  a  single  reel  could  contain  more  film, 
it  was  found  this  amount  was  the  most  convenient  to  handle. 

When  the  processing  operation  nad  been  completed,  the  density  of  each  film  was  measured 
on  a  densitometer  (Fig.  D.4).  Personnel  working  in  pairs  read  the  densities  and  simultaneously 
determined  the  equivalent  roentgen  exposures  from  the  curves  made  from  the  calibration 
badges.  The  evaluated  dosages  were  tabulated  according  to  the  proper  film-badge  number  and 
transferred  to  the  data  sheets  for  analysis. 


D.4  FILM  PROCESSING 

Because  of  the  similarity  between  visible-light  and  gamma-radiation  (short  wave  length) 
sensitometry,  precautions  applicable  to  one  must  be  applied  to  the  other  in  the  processing  op¬ 
eration.  In  both  cases  the  relation  between  exposure  and  developed  density  can  be  determined 
by  means  of  a  D  -  log  E  c.trve. 

The  shape  of  ■  e  curve  is  dependent  upon  the  degree  of  development  of  the  irradiated  film 
in  that,  as  development  is  increased,  a  given  exposure  will  produce  increasing  values  of  density 
until  the  point  is  reached  where  density  will  be*  unaffected  by  a  further  increase  in  development. 
This  point  of  complete  development  should  theoretically  be  reached  for  optimum  accuracy  in 
sensttonietric  work.  However,  owing  to  the  severe  limitation  which  would  be  noticed  in  the 
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high -density  range  and  to  densitometer  errors  that  may  result  from  high -density  readings,  any 
advantages  gained  may  be  offset. 

Although  more  control  is  required  in  the  actual  developing  phase  if  development  is  not  car¬ 
ried  to  completion,  several  advantages  can  be  noticed  from  partial  development  of  the  film.  A 
family  of  D  -  log  E  characteristic  curves  for  different  development  times  of  a  typical  medium - 
speed  emulsion  is  pret  ented  in  Fig.  D.5.  The  curve  designated  infinity  represents  development 
to  completion.  The  curves  of  the  incompletely  developed  films  indicate  that  the  range  of  expo¬ 
sures  over'Which  the  film  is  responsive  is  extended  considerably,  covering  nearly  two  orders 
of  magnitude  beyond  that  exhibited  by  the  completely  developed  film. 

As  can  be  seen  from  the  fi'tu-e,  the  maximum  density  that  an  incompletely  developed  film 
can  attain  is  approximately  2.8.  A  further  increase  in  exposure,  rather  than  an  increase  in  the 
density  to  the  saturation  point,  produces  a  definite  reduction  of  density,  or  a  reversal  in  expo¬ 
sure  response.  This  effect  becomes  more  pronounced  as  development  is  decreased,  until  a  point 
is  reached  where  the  re\ersal  is  minimized. 

The  curves  for  the  incompletely  developed  emulsions  indicate  that  two  distinct  slopes  are 
present,  and,  as  development  is  reduced,  both  slopes  tend  to  become  more  nearly  equal.  The 
first  slope  of  the  curve  is  commonly  referred  to  as  the  gamma  of  the  D  -  log  E  curve. 

Gamma  initially  increases  very  rapidly  with  an  increase  in  development  time;  this  rate 
subsequently  becomes  less,  and  finally  levels  off  with  no  further  change.  This  leveling  point  is 
known  as  gamma  infinity,  or  complete  development.  The  second  sloDe  region  of  the  curve  is 
less  well  defined  because  it  is  seldom  a  straightforward  logarithmic  response  (Fig.  D.6).  Its 
average  slope,  however,  exhibits  considerably  less  change  for  different  developing  times  than 
does  the  value  of  gamma. 

D.5  PROBLEMS  OF  PROCESSING  CONTROL 

Fresh  developer  must  enter  the  emulsion  by  diffusion.  Once  in  the  emulsion,  the  developer 
reacts  with  the  exposed  silver  halides  and  forms  complexes  that  must  diffuse  out  of  the  emul¬ 
sion  before  new  developer  can  enter.  Since  the  mild  acid  contained  in  the  complexes  retards 
development,  violent  action  ig  often  necessary  to  separate  these  acids  from  the  surface.  Once 
they  have  been  removed,  they  diffuse  throughout  the  developer  and  become  neutralized  or  ren¬ 
dered  inactive  by  components  of  the  solution  placed  there  to  serve  as  such  a  buffer. 

If  a  film  being  developed  remains  idle  in  the  solution,  the  acid -retarding  development  will 
gradually  be  reduced  by  the  buffer  and  development  to  completion  can  ultimately  occur.  How¬ 
ever,  when  the  film  being  processed  is  removed  from  the  developer  before  complete  develop¬ 
ment  takes  place,  physical  aid  is  necessary  to  remove  the  complexes  from  the  emulsion  sur¬ 
face.  The  method  presently  employed  makes  use  of  10  double -squeegee  wipers  to  provide 
agitation  to  the  solution  near  the  emulsion  surface.  This  agitation  is  caused  by  the  film  moving 
past  a  series  of  10  knife-like  edges  similar  to  soft-rubber  windshield  wipers.  These  blades  are 
held  in  near  contact  with  the  emuision  surface  and  set  up  a  turbulent  flow  pattern  of  developer 
as  the  film  and  a  layer  of  developer  move  past  them.  This  agitation  system  is  designed  so  that 
there  is  iittle  chance  of  damage  to  the  film. 

D.6  CONTROLLED  PROCESSING  OF  RADIATION  FILM  BADGES 

Figure  D.6  is  a  plot  of  a  comparison  of  two  D  log  E  curves  The  dashed  line  represents 
the  response  of  several  SO  - 1 1 1 2  films  subjected  to  a  series  of  400-psec  visible-light  exposures; 
the  solid  line  is  the  response  curve  of  a  series  of  calibrated  Co*0  exposures.  Exposure  values 
are  given  in  arbitrary  units.  Although  further  experimental  work  must  be  performed  before 
conclusive  evidence  can  lie  drawn  from  the  results  of  Ftg.  D.6,  the  similarity  of  the  D  log  E 
curve  for  the  $0-1112  film  indicates  that  white-light  exposures  may  be  used  for  process  con¬ 
trol  of  gamma -radiation  exposures 

The  development  of  SO-1112  emulsions  was  carried  out  to  a  high  contrast  in  an  effort  to 
reduce  the  exposure -evaluation  erru.s  With  the  contrast  shown  in  Fig  D.6,  the  evaluation  er¬ 
rors  are  i.l  per  cent  in  the  lower  region  of  the  curve  and  •  7  jht  cent  in  the  upper  slope  region. 


The  resulting  D  -  log  E  curves  display  a  wide  range  in  gamma-radiation  exposure,  especially 
in  comparison  to  the  accepted  useful  range  produced  as  a  result  of  development  to  completion. 

D.7  PROCESSING  PROCEDURE  FOR  PLUMB  BOB  FILM  BADGES 

Included  with  the  cobalt  calibration  badges  were  several  SO-1112  white-light  standards.  All 
badges  were  run  through  the  taping  machine  and  developed  to  a  gamma  of  1.3,  as  follows: 

Emulsion  type  MF,  No.  1112;  MCS  5000;  N.D.  1.3 

Color:  White 

Developer:  D-76,  No.  4 

Temperature:  70°F 

Time:  2  ft  39  in.,  10  double -squeegee  wipers,  m  ed  at  8%  ft/min 
The  development  gamma  at  the  head  of  the  series  was  1.3  and  at  the  tail  was  1.29. 

D.8  ANALYSIS 

The  reels  of  processed  badges  are  mounted  on  rewinds  and  wound  across  the  reading  sur¬ 
face  of  an  Ansco-Macbeth  densitometer.  Two  central  readings  are  made  and  recorded  for  each 
film.  With  the  readings  complete,  the  calibration  films  are  first  compared  with  previous  runs, 
and  then  the  shot  films  are  compared  with  their  calibration  film.  From  the  results  of  these 
comparisons,  analysis  charts  and  graphs  can  be  drawn,  and  from  these  comprehe  >sive  sum¬ 
maries,  the  shot  doses  and  the  accuracy  of  the  system  can  be  determined. 


TABLE  D.t—  FILM-BADGE  CALIBRATION 
(DOSE  RATE:  R/SEC) 


Administered 
dose,  R 

Time,  sec 

200 

2  x  10s 

2  x  10* 

0.05 

0.00025 

0.1 

0.0005 

0.2 

0.001 

0.5 

0.0025 

0.00025 

1 

0.005 

0.0005 

2 

0.01 

0.001 

5 

0.025 

0.0025 

0.00025 

10 

0.05 

0.005 

0.0005 

20 

0.1 

0.01 

0.001 

50 

0.25 

0.025 

0.0025 

100 

0.05 

0.005 

200 

0.1 

0.01 

500 

0.25 

0.025 

to3 

0.05 

2  x  1U3 

0.1 

5  x  to3 

0.25 

235 


